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DADlSP 


The Standard Worldwide — 
adopted by thousands of scientists and 
engineers for data analysis and graphics. 

Just Point-and-Click... 

DADiSP works the way you do — from input to output. DADiSP’s 
point-and-click menus put you in control: from Data Collection, 
Reduction and Management, through Visual Data Analysis and 
Hypothesis Testing, on to final output with DADiSP’s outstand- 
ing Presentation Quality Graphics. 

DADiSP is currently in use in engineering, laboratory data 
collection, matrix processing, manufacturing, science, signal pro- 
cessing, chemical and mechanical applications in automotive, 
aerospace, defense, medical, and other industries. 


_ CALL 

1 - 800 - 777-5151 

for your free DADiSP Trial Kit. DADiSP is available for 
SUN, HP, IBM, NeXT, DEC, Concurrent, and Silicon 
Graphics workstations, and of course, IBM PC compatibles. 
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If you’re looking for an 
instrumentation recorder 
that can really fly through 
the data, hit the brakes. 
And take a good look at Metrum’s RSR 512. 

It’s got a speed range of 512:1. And comes 
loaded with luxury features. Like an impres- 
sive dynamic range of 70 dB. An equally- 
impressive low SNR. Bandwidths you can 
program channel by channel. And the ability 
to easily interface with a variety of different 


computers. When it comes to mid-range 
recorders, this one’s top of the line. 

And the best part is, Metrum’s RSR 512 
is an excellent value, considering all it can 
do. And how fast it can do it all. 

So pick up the phone and give us a call. 
And we’ll arrange for a test drive. By the 
way, the RSR 512 does have one drawback. 

It doesn’t come in red. 
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THINK OF IT AS AN 
RSR 512 ON WHEELS. 



There’s nothing like a high-performance 
machine to take your breath away. 
And the RSR 512 will have you panting 
when it comes to high-speed, flexible 
information acquisition and playback. 
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FOR MORE INFORMATION ON THE HOT METRUM RSR 512 RECORDER, CALL 1-800-METRUM-2. 
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If software and hardware need to work 
together, why troubleshoot them 
separately? 

The hardware works. The software works. 
You put them together and the system won’t fly. 
But why? 

The PM 3580 family of logic analyzers from 
Fluke clears up the mystery, fast. Our unique 
simultaneous state and timing analysis is 
integrated to give you real-time information 
about how the hardware and software work— 
or don't work— together. 

Probe just once to get both state and timing 
data from the same signal at the same time. 
With configurations from 32 to 96 channels, the 
PM 3580 family delivers 50 MHz state, and up 
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to 200 MHz timing analysis on all channels, and 
truly integrated triggering to quickly zero in on 
the problem. 

PM 3580 logic analyzers also provide the 
most up-to-date microprocessor and bus 
support in the industry. And an award winning 
user interface specified to get you up to speed 
in 30 minutes or less. 


-i xj _ujj— u 


Find out how integrated state and ' timing 
troubleshooting can help you get your systems 
off the ground fast. Call 1 -800-44-FLUKE now 
for our latest application note, 
or to set up a free demo with 
the world’s first integrated 
state and timing logic analyzer. 


FLUKE AND PHILIPS 
THE T&M ALLIANCE 

John Flute Mlg Co.. Inc. P.0. Box 9090, Everett. WA 98206 
For more information call: (416) 890-7600 from Canada 
(206) 356-5500 from other countries 
©1992 John Fluke Mfg. Co.. Inc. All rights reserved 
Ad No 00297 
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FAST ANSWERS 



Configure Instruments Loop- on- Test Log-to-Disk Quit? 



1 . Install Data Acquisition Board 

2. Turn on Computer 

3. Launch LabWindows 


When you start LabWindows 1 , you'll 
SSii have all the software you neea to 
r ” develop your data acquisition and 
control system. LabWindows is a 
data acquisition, data analysis, and graphical 
presentation system - all in one. And it's 
packed by a complete line of plug-in boards 
and SCXI signal conditioning modules. 


The Choice for Data Acquisition 

With LabWindows, you can use any National 
Instruments plugin board, from low cost to 


high performance. Select from A/D, 
D/A, digital I/O, timing I/O, 
or DSP boards for the PC/XT/AT/EISA 
and IBM PS/2. And now, with our 
DAQ Designer system configuration 
software tool, you can easily determine 
the best plug-in boards and signal 
conditioning products for your application. 

If you're ready to launch your data 
acquisition development system, Me a 
Look at LabWindows. 



For a FREE LabWindows 
Demo disk and your 
FREE copy of 
DAQ Designer, call us at 

( 800 ) 433-3488 (U.S. and Canoda) 
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The Software is the Instrument ® 

6504 Bridge Point Parkway 
Austin, IX 78730-5039 
Tel: (512) 794-0100 

95 (800) 010 0793 (Mexico) 
Fox: (512) 794-8411 


Branch Officer: Australia 03 87? 9422 • Belgium 02 757 00 20 • Canada 519 622 9310 • Denmark 45 76 26 00 • Finland 90 527 2321 • France 1 48 65 33 70 • Germany 089 7 14 50 93 

Italy 0248301892 • Japan 03 3788 1921 * Netherlands 0172045761 • Norway 03 846866 • Spain 91 896 0675 • Sweden 08 984970 • Switierland 056 27 00 20 • U.K. 0635 523545 

© Copyright 1 993 National Instruments Corporation. All tights reserved. Product and compony nomes listed ore trademorks or trade names of their respective componies. 


See us at Electro, booth #1401 
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\lo Delay. . .see full traces on monitor while recording! 
3 ersonai Chart Setups with on-board floppy drive 
Data Capture... up to 32 megabytes in RAM; 

120 megabyte internal hard drive; stream to external 
Jrive via SCSI 

3 to 32 Waveform Channels... plus 64 events; DC to 

?0 kHz; chart speeds to 500 mm/sec 

Laser Printer Chart Resolution... 300 dpi; clear, 

;risp traces 

: simply, the MT95K2 is another major Astro-Med 
ovation in “chart recording”: you can preview your 


data, record it, store it, play it back, send it to disk fo 
analysis, record it again, and more! Whether you nee 
basic 8 channel recorder or a sophisticated 32 chann 
recording system, the MT95K2 is the perfect platforrr 
for you today. 

Call, Fax, or write for details! 

Q , Astro-Med, Inc . 

Astro-Med Industrial Park, West Warwick, Rhode Island 02893 
Phone: (401) 828-4000 • Toll Free (800) 343-4039 
Fax (401) 822-2430 • Telex 710-382-6409 


Sales and Service Centers in London, Paris, Frankfurt and Milan 



Why one of Americas most thought-provoking 

ENGINEERS NOW USES THE DESIGN TOOL THAT THINKS. 




Two years after the Voyager com- 
pleted its record-shattering around- 
the-world flight, you could still find 
its designer Burt Rutan, working at a 
drafting table with pencil and paper 

Hardware wasn’t the problem. 

He had computers. His company could 
buy any design system worth owning. 

What kept Burt grounded was soft- 
ware. CAD so clumsy, it squashed 
creativity. Or so weak, it simply 
couldn’t do his job. 

Maybe that’s why the first time 
he sat down to design with Ashlar 
Vellum, Burt compared the exhilara- 
tion to flight. Vellum is the first CAD 
program with a built-in autopilot. 

Industrial-strength 
CAD THAT THINKS. 

From GD&iT symbols to NURB 
splines to DXF and IGES file format 
translators, Vellum has every pro- 
fessional design and drafting tool your job demands. But its real 
breakthrough is an expert system called The Drafting Assistant"" 
(Pat. Pending)— built-in intelligence that instantly makes every 
designer more productive. Even on enormously complex jobs. 

Engineering dronings courtesy Instead of fighting 

o[ Burt Rutan/ Scald ' the keyboard, or 

Composites, Inc. guessing about 

alignment, 
Vellum 


Burt Rutan. Inventor. Engineer. Another Vellum user 
with no intention of going back to the drawing board. 


& ThE POWER OF 
PARAMETRICS. 

Before Vellum, using CAD for 
conceptual design was like trying to 
draw in the dirt with a backhoe. 

Now, Vellum makes precise design 
as natural as free hand sketching, with 
the combined power of Parametrics 
and Associative Dimensioning. 

Simply draw a rough approxima- 
tion of your design, dimension it, plug 
in values and dick: geometry is auto- 
matically redrawn to scale. A part 
needs to change? Simple. Just change the dimensions and the geom- 
etry updates as you watch. Or change the geometry and all the 
dimensions update perfectly. 

From concept to finish in half the time. 

According to Burt, "the only way to fully appreciate Vellum is to 
sit down and use it; tackle a tough job, right off!’ 

Run through the full range of professional CAD tools. Try 
Vellum's Smart Wall tool that trims walls automatically. 

See if the Drafting Assistant doesn’t make you two, or even three 
times more productive than any other CAD package. 
If you’re like Burt Rutan, you’ll find your- 
self using Vellum from conceptual design 
right through finished drawings. Best of 
all, you’ll never give the drafting board, 
or another CAD program, a second 
thought. 

For more information, a free 
video, a trial version, or the name 
of an authorized Ashlar reseller 
near you call (800) 877-ASHLAR. 

» ASHLAR ’ 

▼ ▼ Software That Thinks’ 

For More Information Circle No. 530 

Available for Macintosh. Windows 3.0 and Silicon Graphics O 1991 Ashlat Incorporated 


pinpoints and spells out every logical 
design point for you, right on the 
screen. 

Draw a simple line and the mid- 
points, endpoints, and construction 
lines appear automatically. Click the 
mouse and you get precise alignment 
to 16 decimal places, in a fraction of 
a second. 
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Photo courtesy Goddard Space Right Center 

A new mechanical/electrical coupling described on page 92 is 
self-aligning and so easy to use that a robot can operate it. 

One of the coupling's two mating assemblies is shown in the 
photo above. 
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(Continued on page 8) 
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Environmentally Responsive Solutions... 

No CFC's or Methyl Chloroform I 


Miller-Stephenson, leader in specialty chemicals, introduces a new line 
of environmentally responsive solutions. These products contain NO 

CFC's or METHYL CHLOROFORM. NO CLASS 1 LABELING REQUIREMENTS. 
NO CFC EXCISE TAXES. 


For more information, please fill out the coupon and attach your 
business card or call (203)743-4447. For technical information, call 
(800) 992-2424 (8-4 Eastern Time). In Canada call (800)323-4621 
(8-4 Eastern time). 



miller Stephenson chemical co.,inc. 

For More Information Circle No. 452 

CALIFORNIA ILLINOIS CONNECTICUT CANADA 

12261 Foothill Blvd 6348 0aktor\St George Washington Flwy. 514CarlingviewDr. 

Sylmar,Cal91342 Morton Grove III. 60053 Danbury, Conn. 06810 Rexdale, Ontario M9W 5R3 

818 896-4714 708 966-2022 203 743-4447 416 675-3204 
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Please check areas of interest: 

□ SOLVENT CLEANERS □ FLUX REMOVERS 

□ CONTACT CLEANERS □ CONNECTOR CLEANERS 

□ AERO DUSTER □ QUIK FREEZE □ RELEASE AGENTS 

MAIL TO: 

miller-stephenson chemical co.Jnc. 

George Washington Highway 
Danbury, Connecticut 06810 U.S.A. 

Intended use: 

Name 

Company 

Title/Dept Phone 

Address 


Please attach business card NTB/3M 1 185-12L/X 
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Photo courtesy Ames Research Center 

Ames Research Center has produced an algorithm that 
compensates for computational delay in the presentation of 
images in a flight simulator, thereby ensuring that the 
simulated aircraft behaves like the real one and preventing 
degradation of the pilot’s control capability. Turn to the tech 
brief on page 110. 
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Richard Hoover, an astrophysicist at the Marshall Space Flight 
Center, has earned NASA 's Inventor of the Year Award for 
developing an x-ray microscope that promises to revolutionize 
biological and medical research. The instrument could produce 
ultra-high-resolution, high-contrast images of DNA molecules, 
chromosomes, and other structures inside living cells. See 

page 14. Photo courtesy Marshall Space Flight Center 
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SCIENCE SCOPE 


Corporations in Great Britain now will be able to transmit data via rooftop satellite dishes instead 
of using their current terrestrial-based telecommunications systems. It’s the result of British 
Telecom’s new satellite business network using Hughes Aircraft Company’s Very Small 
Aperture Terminal technology. The satellite service provides business customers with high-quality 
data circuits to potentially thousands of remote sites throughout the U.K. and Europe. Supported 
applications include database access and downloading, reservations, stock transactions, credit 
card verifications, electronic mail, data broadcast, and business television. 

To ensure the smooth flow of transportation on crowded freeways and highways . Hughes is 
incorporating many of its existing advanced technologies into an electronic toll road system. 
This system can perform active, simultaneous, multi-lane communications with vehicles through 
a single, above-the-road gantry, maintaining continuous, reliable toll collection and enforcement. 
Among its other communications applications, the Hughes system can also help reroute cars and 
give traffic advisories. The Hughes electronic toll road system sets the standard for advanced two- 
way vehicle-to-roadside communications systems. 

Inexpensive aluminum clips help trim nearly $200.000 from the cost of a satellite . The clips were 
designed and used by Hughes to hold major structural elements of the new HS 601 
communications satellites together. Previously, the satellites were bonded together, a time- 
consuming process because of the close tolerances involved and the approximately one week 
required for each bond to cure. With about 250 structural joints per satellite, the clips save nearly 
$200,000 in hands-on labor per spacecraft. Another benefit of the technique is the elimination of 
bond testing. Verifying the torque, a much faster process, is all that’s required with the new 
process. 

TV viewers in all parts of the country are getting more and more regional coverage , as networks 
are increasingly turning to satellites for maximum flexibility. Hughes has been a major player in 
Cable TV distribution, and now will enter into the broadcast network market by teaming with CBS. 
CBS will purchase 12 transponders on two new Hughes satellites. On a given Sunday 
afternoon, CBS supplies affiliates with as many as 16 different football game feeds. 
This enables viewers to get programming most suitable to their interests. CBS began 
converting from land lines to a satellite-based distribution system in 1982, and now almost all 
affiliates have their own earth station. 

A new audio and video entertainment and communications system will soon enable passengers on 
Northwest Airlines’ jumbo jets to play video games, select movies, make phone calls, receive 
flight information and order merchandise while aloft. Called Worldlink by the airline, the 
interactive system will be available at every seat in the aircraft to provide a new level of in- 
flight passenger entertainment and conveniences. It will be installed on Northwest’s Boeing 
747s beginning this fall under a $70 million contract with Hughes. The contract also marks the 
entry of Hughes into the business of airborne merchandising; the company will establish 
merchandising centers around the world to maintain inventories of in-flight sales items and 
fill customer orders. 


For more information write to; P.O. Box 80032, Los Angeles. CA 90080*0032 
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Subsidiary of GM Hughes Electronics 



Display, Record 
and Transmit 
Signals from 
Multiple Video 
Sources 



Watchdog 

Security, Training, Robotics, 

Video Teleconferencing, Process 
Control and Medical Monitoring 

• Display up to fifteen video inputs on a 
computer screen (up to 1280 x 1024 pixels) 

• Each video window scaleable 
from 1 /64 to full screen 

• NTSC or PAL color inputs displayed as 
monochrome 

• Video integrated with computer 
generated graphics and text 

• Made in the USA 
Optional Features 

• Non-standard video inputs, including 
radar, infrared and medical imagers 

• Multiplexed video outputs for transmission 

• Up to 15 video signals recorded 
simultaneously on a single VCR 

• Alarm trigger 

• Cable ready TV tuner 

SEE 
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CAD for Windows doesn’t have to hurt 
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NASA Marshall 



IVIAQA a s tr °P h y sicist Richard 
I VfldH Hoover has won the agen- 
cy’s Inventor of the Year Award for 
developing a revolutionary x-ray micro- 
scope expected to yield images of living 
cell components with unprecedented 
resolution and contrast. Its resolution 
could be so high that it may produce 
detailed images of DNA molecules — 
the building blocks of life. 

The microscope’s mirrors have high 
reflectivity for x-rays in the range of 23.3 
to 43.7 angstroms. Within this narrow 
“window” of the electromagnetic spec- 
trum, water is highly transparent to x- 
rays while carbon is highly absorptive. 
As a result, this region is ideal for view- 
ing the carbon-based microstructures 
within living cells. Taking advantage of 
the natural phenomena of varying x-ray 
absorption spectra eliminates the need 
for harsh fixatives, dyes, or other chemi- 
cal additives. 


Hoover’s invention should prove a 
boon for a wide range of biological and 
medical research fields, such as ge- 
netic engineering and chemical drug 
analysis. The microscope promises 
early tumor cell diagnostic imaging for 
cancer research as well as structural 
analysis of the virus causing AIDS. It is 
suited for ultra-high-resolution studies 
of proteins, cell nuclei, chromosomes 
and gene structure, mitochondria, vi- 
ruses, and DNA and RNA molecules. 

“Ultimately, it may be possible to 
take movies of actual DNA moving within 
living cells,” Hoover said. 

Hoover joined NASA in 1966 and 
currently works as an astrophysicist in 
the Marshall Center’s Solar-Terrestrial 
Physics Division. He has invented nu- 
merous grazing incidence and multi- 
layer x-ray/EUV telescopes, including 
one that earned him an award nomina- 
tion last year. Recently, he helped de- 


velop high-resolution solar x-ray tele- 
scopes, launched aboard sounding 
rockets in 1987 and 1991, that have 
produced some of the highest resolu- 
tion x-ray images ever taken of the sun. 
Hoover found that optics technologies 
developed for these telescopes could 
be applied to the creation of a high- 
resolution x-ray microscope. 

The new microscope utilizes spe- 
cially-designed multilayer coatings to 
achieve the optical precision necessary 
to operate exclusively within the win- 
dow’s narrow bandpass. “Basically, 
you’re painting an incredibly smooth 
surface with incredibly perfect layers,” 
said Hoover. ‘The mirror we've made 
for the microscope using the most 
advanced flow polishing methods is 
1 /2-angstrom grade — probably the 
smoothest surface ever made.” 

A commercial version of the micro- 
scope is about two to three years away, 
NASA Tech Briefs, March 1993 
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by Hoover’s estimates. He anticipates 
that it will dramatically change the sub- 
cellular identification and analysis pro- 
cess. “It will be like the introduction of 
the scanning electron microscope, "he 
said, “when suddenly so much detail 
was visible that no one could recog- 
nize anything.” 


The author of more than 100 scien- 
tific papers and 1 1 US patents, Hoover 
is an internationally recognized author- 
ity on diatoms, a class of single-cell 
algae traditionally used to test micro- 
scope objectives. 

“As a general rule, people don’t work 
with both telescopes and microscopes,” 


he said. “My study of diatoms has made 
me keenly aware of microscopy tech- 
niques and advances in otherfields that 
could help improve them.” 

Hoover will be NASA’s nominee to 
the National Inventor of the Year com- 
petition, the winner of which will be 
announced in April. 


1 993 AWARD FINALISTS 

Richard Hoover was selected by NASA's Office of General Counsel from a Held of eight finalists whose inventions were patented and/or 
commercially available during 1992. Here's a look at the other nominees' innovative work. 


Thomas J. Goodwin 
and David A. Wolf 

Johnson Space Center 

Invention: Three-Dimensional 
Co-Culture Process 

Successful synthetic growth and 
maintenance of large-scale three-di- 
mensional human tissue by Johnson 
scientists should have broad applica- 
tion in the investigation of human dis- 
eases as well as basic biological re- 
search. Such tissues could, for ex- 
ample, be used to screen drugs for 
cancer therapy. 

The technique extends the utility of 
the bioreactor that garnered last year’s 
Inventor of the Year Award for three 
Johnson scientists, including David 
Wolf, co-inventor of the new culture 
process. The bioreactor simulates as- 
pects of microgravity to create an envi- 


ronment similar to the amniotic fluid in 
which the human body develops. Cells 
require such neutral buoyancy to 
achieve a three-dimensional structure. 

“We needed to make the leap from 
growing cells in the bioreactor to grow- 
ing tissue in which the cells are talking 
to one another as a physiology,” said 
Johnson scientist Thomas Goodwin. 
‘The key lay in duplicating human physi- 
ological development in a 3D culture.” 
The co-culture technique provides 
the remaining necessary ingredients 
for tissue development. Two types of 
mammalian cells from a specific tissue 
are placed in a bioreactor or similar 
rotating vessel along with a medium 
and a matrix. The carefully defined 
medium must be nutritive but chemi- 
cally-neutral to permit the cells to ini- 
tiate their own control. The matrix func- 
tions like the cartilaginous skeleton in 
natural development as a substrate for 
complex three-dimensional develop- 
ment. Providing the means for both 
physical contact and 
biochemical com- 
munication between 
cells results in tissue 
that both looks and 
responds like real tis- 
sue, according to 
Goodwin. 

Federal labora- 
tories and universi- 
ties nationwide are 
applying the tech- 
nique. Current ac- 
tivities include clini- 
cal trials for treat- 
ment of cancer pa- 
tients, regeneration 
of pancreatic Islet 
cells for diabetes 
treatment, and pro- 
duction of ovarian, 
breast, and colon tu- 
mors for high-fidel- 
ity cancer research. 
NASA will pursue fu- 


ture application on space station Free- 
dom, where true zero gravity will enable 
growth of much largertissue and possi- 
bly production of transplantable tissue 
for use on Earth. 


Ruth H. Pater 

Langley Research Center 

Invention: Low-Toxicity, High- 
Temperature PMR Polyimide 


In recent years, ultra-high-perfor- 
mance resins known as polymerization 
of monomer reactants (PMR) polyimides 



Ruth Pater, inventor of LaRC-RP46 


have been used increasingly in the con- 
struction of aircraft engine components. 
Concerns have arisen, however, over 
the health risks of PMR-15, the most 
widely used of these materials. Ruth 
Pater, a senior polymer scientist at the 
Langley Research Center, has formu- 
lated a new PMR system called LaRC- 
RP46 that eliminates the hazards of 
PMR-15 while retaining its attributes. 
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Thomas Goodwin (left) and David Wolf 
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The culprit in PMR-15 is 4,4'- 
methylenedianiline (MDA), a suspected 
human carcinogen. LaRC-RP46 re- 
places MDA with 3,4'-oxydianiline, which 
eliminates the polyimide’s toxicity while 
significantly improving its toughness. 

The new polyimide compares well 
with PMR-15 in many characteristics, 
offering greater ease of processing, 
better mechanical properties at both 
316° and 371° C, and lower material 
and processing costs. Readily pro- 
cessed into a high-quality graphite fi- 
ber reinforced composite with excel- 
lent reproducability, it also can be used 
as an adhesive or molding. 

LaRC-RP46 prepregs are commer- 
cially available from Structural Polymer 
Systems and resin solids can be pur- 
chased from the Dexter Composites 
Division. According to Pater, LaRC- 
RP46 should significantly extend the 
uses of PMR type polyimides. Boeing, 
Rohr Industries, General Electric, and 
Lockheed are evaluating its use in air- 
craft engine parts such as cowlings and 
fan blades. Future applications may 
include high-speed civil aircraft, a 
molded neat resin part for the CRAF- 
Cassini satellite, and composite ves- 
sels for use in hostile environments. 


John M. Vranish and 
Robert L. McConnell 

Goddard Space Flight Center 

Invention: Driven Shielding 
Capacitive Proximity Sensor 

The “Capaciflector,” a unique ca- 
pacitive reflector sensor offering un- 
precedented precision and object de- 
tection up to 1 2 inches away, provides 
the key to many robotics applications in 



space and on Earth. 

John Vranish, a Goddard researcher, 
and Robert McConnell, associate pro- 
fessor of electrical and computer engi- 
neering at West Virginia University, origi- 
nally constructed the sensor to give 
robots working in space a means to a- 
void collisions with other objects and, in 
particular, humans. The key to its out- 
standing range and sensitivity is an 
active reflector used to reflect the elec- 
tric field lines of the sensor capacitor 
away from the grounded robot arm and 
towards an oncoming object. 

Its utility extends far beyond colli- 
sion avoidance, according to Vranish. 
“The Capaciflector solves the funda- 
mental problem of zero gravity by allow- 
ing extremely fine adjustments without 
contact,” he said. 

The problem with space operations 
such as docking and assembly is that 
any contact by the robot may send an 
object careening away. Since the 
Capaciflector can detect when contact 
is imminent to within a few thousands of 
an inch, embedding the device into a 
robot arm allows precise guidance for 
an ultra-soft touch. A peg or screw, for 
instance, can be “jiggled” into a hole 
without contact. 

Thin, flexible, and conformal, the 
Capaciflector can be mounted anywhere 
and even painted over. Further, mul- 
tiple sensors can be installed in close 
proximity without crosstalk. NASA God- 
dard currently is developing an electri- 
cally-scanned capacitive camera to 
provide 3D imaging for identification of 
obstacles and mating interfaces, there- 
by further improving control. 

Applications in planetary rovers have 
included Dante, the NASA/Carnegie- 
Mellon University walking robot, in- 
tended to one day explore the surfaces 
of the moon and Mars. Employing the 
sensors to detect snow, ice, rocks, and 
dust improved Dante’s 
footing in missions such as 
the January 1993 descent 
into the Mt. Erebus volcano. 

The sensor has been 
licensed to supply various 
“niche" industrial require- 
ments. One licensee, Com- 
puter Applications Sys- 
tems Inc., Chattanooga, 
TN, intends to incorporate 
it into a climbing robot de- 
signed to paint TVA elec- 
trical distribution towers. 


Goddard's Capaciflector, 
shown attached to a robot 
during testing 


William T. Yost and 
John H. Cantrell, Jr. 

Langley Research Center 

Invention: Method and 
Apparatus for Characterizing 
Reflected Ultrasonic Pulses 

Ultrasonic technology originally de- 
veloped to locate small cracks in air- 
craft parts now enables physicians to 
diagnose severe burn more accurate- 
ly, which can result in a shorter, less 
painful, and less costly recovery. The 
method also has shown promise in lo- 
cating and sizing cancerous and 
precancerous lesions. 



William Yost, co-inventor of the 
ultrasonic burn detector 


Each year, approximately two mil- 
lion Americans suffer serious burns. 
The determination of burn depth is criti- 
cal because it dictates treatment: sec- 
ond-degree burns usually will heal natu- 
rally, while third-degree burns are ex- 
cised and replaced with skin grafts. A 
wrong assessment can result in bacte- 
rial infection, the primary cause of burn 
victim death. 

Until now, physicians have relied on 
subjective, and error-prone, visual in- 
spection methods to assess burn depth. 
High-resolution ultrasonic technology 
developed by William Yost and John 
Cantrell, senior research physicists at 
Langley Research Center, permits 
noninvasive measurement of burn depth 
to a resolution of better than 60 pm. 

The technique works because 
burns — whether from flames, scalding, 
or chemicals — denatures collagen in 
the skin to change its mass density. The 
resulting differences in acoustic imped- 
ance yield ultrasonic pulse reflection at 
the boundary between the necrotic and 
NASA Tech Briefs, March 1993 
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viable tissue. Burn surgeons have con- 
firmed that the interface corresponds to 
the actual burn depth. 

Licensed exclusively to Supra 
Medical Corp., Chadds Ford. PA, the 
technology has been incorporated in- 
to the company’s Supra Scanner^sys- 
tem, which provides color images of 
human tissue to a depth of 39 mm and 
can generate cross-sectional images 
for identification of cancer and other 
abnormalities. Further development is 
focused on early detection of breast 
tumors and bedsores. 


Daniel B. Leiser, 
Marnell Smith, 

Rex A. Churchward, 
and Victor W. 

Katvala 

Ames Research Center 

Invention: Toughened Uni-Piece 
Fibrous Insulation (TUFI) 

TUFI is a low-density composite ther- 
mal insulation that out-performs con- 
ventional materials in convectively 
heated environments above 1260° C. 
According to estimates by Rockwell In- 
ternational, application of TUFI to the 
space shuttle could save more than 


$50 million over the life of the vehicle. 

“TUFI’s greatest attributes are its 
toughness per unit weight and its ma- 
chinability — an unusual trait in a ce- 
ramic," said Dan Leiser, an Ames re- 
searcher involved in the project. 

Fabrication of TUFI requires a highly 
porous, silica-based vacuum-formed 
material (VFM) to serve as a substrate. 
The VFM is sprayed with a slurry com- 
prising a pigment, a reactive glass frit 
for added temperature resistance, and 
a fluxing agent to improve processability. 
Instead of acting as a coating, the slurry 
permeates the pores nearer to the 
substrate’s surface, resulting in a mate- 
rial with a broad density gradient- 
very dense toward the outside and in- 
creasingly less dense within. 

TUFI is the first of a new class of 
composites known as functional gra- 
dient materials, in which composition 
varies throughout the material. “Inte- 
grating two materials intended to 
serve two different purposes enables 
you to concentrate the tough substance 
on the outside where it is needed most 
without adding density to the inside,” 
explained Leiser. 

In addition, eliminating the instanta- 
neous interface between substrate and 
coating provides a support structure to 
resist impact. These traits as well as its 
improved optical and thermochemical 
stability in a reentry heating environ- 
ment render TUFI well-suited for space 
shuttle applications. TUFI also is a can- 


didate for the Pathfinder thermal pro- 
tection system and a component of 
heat shields for the National Aerospace 
Plane and B-2 aircraft, and has poten- 
tial application in automobile engines. 


Earl Angulo 

Goddard Space Flight Center 

Invention: Device tor Removing 
Foreign Objects From Anatomic 
Organs 

Extracting foreign objects from hu- 
man organs such as the ear canal often 
requires a physician to force a large 
and rigid instrument past the object to 
grasp it, which poses grave risks to the 
organ. Earl Angulo, head of Goddard’s 
Electromechanical Branch, has de- 



Mr. Angulo’s probe promises to 
improve the safety of medical 
procedures. 


signed an instrument that eliminates 
such risks by incorporating a shape- 
memory-effect (SME) alloy at its tip. 

The device relies upon the ability 
of SME alloys such as Nitinol to “re- 
member” a shape programmed at a 
specific temperature and resume the 
shape whenever it is returned to that 
temperature. Angulo has exploited this 
property to fashion a tip that assumes 
one shape for insertion and another 
for object retrieval. 

The device is constructed using a 
small, flat loop of SME wire heated and 
then molded into the shape of a hook 
or curet. Once cooled, the wire can be 
reshaped into a flat loop for easy inser- 
tion past the object lodged in the organ 
canal. Electrical current is passed 
through the wire, heating it to the pre- 
cise temperature at which it will re- 
sume the previously-programmed hook 
shape and allowing the physician to 
grasp and remove the object. 
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The tip can be altered to serve in a variety of medical 
situations; one version of the device features two wire loops 
which assume the shape of tweezers when heated. 

Mr. Angulo, who has previous experience with both SME 
alloys and medical device design, was enlisted for the project 
by Goddard’s Technology Utilization Office following an in- 
quiry from an ear, nose, and throat specialist. According to 
Angulo, numerous calls from doctors, hospitals, and medical 
device manufacturers, as well as a recent patent licensing 
application, promise to hasten development and clinical evalu- 
ation of the invention. 


Karl W. Baker and Miles 0. Dustin 

Lewis Research Center 

Invention: Solar Thermal Energy Receiver 

An innovative solar heat receiver designed to supply solar 
heat to Stirling engines in space may also provide efficient 
electrical power generation for utilities on Earth. 

“This is the only solar heat receiver that allows redundancy 
and delivers heat uniformly without compromising efficiency,” 
said co-inventor Karl Baker. 



Karl Baker (left) and Miles Dustin 


Concentrated solar energy is received by a collection of 
heat pipes and stored in canisters on the pipes. Between the 
canisters and the engine heater head lies a coupling cavity 
through which the pipes extend to exchange heat with the 
heater head. This cavity ensures uniform distribution of energy 
despite uneven impingement or absence of solar energy at 
times — due, for instance, to passage of the receiver behind a 
planet with respect to the sun — or failure of one or more heat 
pipes. 

‘The receiver uses more standard heat pipes than other 
designs, which should make construction cheaperand faster,” 
said Baker. “And the few custom-fabricated parts are out of the 
way of the solar flux.” 

In addition to solar dynamic power systems, potential 
terrestrial applications for the receiver include the propeller 
drive for a Stirling-run robotic submarine. Baker currently is 
helping to design power systems to enable terrain vehicles on 
a Mars mission to travel long distances without refueling. □ 

For information on licensing any of the inventions featured in 
this article, contact the patent counsel at the NASA center that 
sponsored the research (see listings on page 22). 
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New Product Ideas 


New Product Ideas are just 
a few of the many innovations 
described in this issue of 
NASA Tech Briefs and having 
promising commercial applica- 
tions. Each is discussed further 
on the referenced page in the 


appropriate section in this 
issue. If you are interested in 
developing a product from 
these or other NASA innova- 
tions, you can receive further 
technical information by 
requesting the TSP referenced 


Power Converters 
Maximize Outputs 
of Solar Cell Strings 

Microprocessor-controlled dc-to-dc 
power converters maximize the power 
transferred from solar photovoltaic strings 
to storage batteries and other electrical 
loads. These converters can help in uti- 
lizing large solar photovoltaic arrays 
most effectively with respect to cost, 
size, and weight. 

(See page 34) 

Video-Level Monitor 

A video-level monitor provides full- 
scene monitoring of the video and indi- 
cates the level of the brightest portion. 
This circuit was designed to be non- 
specific and can be inserted in any con- 
ventional closed-circuit camera system. 
(See page 36) 


Shape-Memory-Alloy 
Release Mechanism 

This electrically activated mecha- 
nism would not have the disadvantage 
of pyrotechnic mechanisms. Like a py- 
rotechnic release mechanism, it would 
separate attached objects quickly by 
remote control; however, unlike pyro- 
technic devices, it would not create a 
hazard or cause damage. 

(See page 89) 

Thin Hot-Film Sensors 
on Polyimide Film 

An array of closely spaced hot-film 
sensors nonintrusively detects laminar 
boundary-layer transitions with a res- 
olution as high as 0.050 in. (1.3 mm). 
These films are formed by a combi- 
nation of vacuum deposition and 
photolithography. 

(See page 1 02) 


at the end of the full-length article 
or by writing the Technology 
Utilization Office of the sponsoring 
NASA center (see page 22). 

NASA's patent-licensing program 
to encourage commercial develop- 
ment is described on page 22. 

In Vitro, Matrix-Free 
Formation of Solid 
Tumor Spheroids 

A clinostatic bioreactor promotes the 
formation of relatively large solid tumor 
spheroids that have exhibited diame- 
ters from 750 to 2,100 pm. The process 
may be useful in studying the efficacy 
of chemotherapeutic agents and in the 
study of interactions between cells that 
are not constrained by solid matrices. 
(See page 1 1 5) 

Prosthetic Hand With 
Two Gripping Fingers 

A prosthetic hand was developed for 
an amputee who retains a significant 
portion of a forearm. Rotation of the re- 
maining part of the forearm controls 
one of the fingers. 

(See page 1 1 6) 
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and measures 2%" square 
by 614" long. 

Ask your CCTV systems installer 
or distributor to demonstrate 
the superb new Elmo TSN270 
Color Camera. 


h/lfg. 
I Corp. 

70 New Hyde Park Road, New Hyde Park, NY 11040 
44 West Drive, Brampton, Ontario, L6T 3TB Canada 
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The NYIS-Sunlight Readable 
Mil-Spec Switch. 


The VIVISUN 95 illuminated pushbutton switch 
is NV1S compatible and sunlight readable per 
MIL- 1.-8 5762 A. These two lighting extremes are no 
match for our state-of-the-art optics that provide 
excellent trimming and viewing angles while operat- 
ing in high ambient ( 10,000 foot-candles) or low level 
(.1 foot-lambert) NVIS conditions. 

The solderless Quik-Connect™ module is another 
unique feature of the VIV ISUN 95. It is completely 
separate from the switch, allowing for both pre wiring 
and bench testing for continuity. The Quik-Connect™ 
also provides outstanding benefits for both produc- 
tion installation and field maintainability. This 
results in unmatched performance. 

As the industry's leading illuminated pushbutton 


switch, the VIVISUN 95 also contains several addi- 
tional options which make it the choice of today's 
design engineer. These options include: Up to 4 
Pole Capacity • Dripproof/Dustproof/Splash-proof/ 
Watertight • High Impact Shock • F.MI. 

The NVIS-Sunlight Readable VIVISUN 95 has 
proven to he a rugged, highly reliable switch for 
military designs. Make it part of yours. 

Contact us today. 


0 4EROSR4CE OPTICS INC. 

.5201 Sandy Lane. Fort Worth, Texas 76112 
Phone (817) 451-1141 • Fax (817)654-3405 






HOW YOU CAN BENEFIT 
FROM NASA's 
TECHNOLOGY 
UTILIZATION 
SERVICES 


If you're a regular reader of TECH BRIEFS, then you’re already making use of 
one of the low -and no-cost services provided by NASA's Technology Transfer 
Program But a TECH BRIEFS subscription represents only a fraction of the 
technical information and applications/engineering services offered by this Pro- 
gram . In fact, when all of the components of NASA’s T echnology T ransfer Network 
are considered. TECH BRIEFS represents the proverbial tip of the iceberg 
We've outlined below NASA's Technology Transfer Network — named the 
participants, descnbed their services, and listed the individuals you can contact 
for more information relating to your specific needs. We encourage you to make 
use of the information, access, and applications services offered. 


How You Can Access Technology Transfer Services At NASA Field Centers: 

Technology Utilization Officers & Patent Counsels — Each NASA Field Center has a Technology Utilization 
Officer (TUO) and a Patent Counsel to facilitate technology transfer between NASA and the private sector. 

I f you need further information about new technologies presented in NASA Tech Briefs, request the Technical Support Package (TSP). If a TSP is not 
available, you can contact the Technology Utilization Officer at the NASA Field Center that sponsored the research. He can arrange for assistance in 
applying the technology by putting you in touch with the people who developed it. If you want information about the patent status of a technology or are 
interested in licensing a NASA invention, contact the Patent Counsel at the NASA Field Center that sponsored the research. Refer to the NASA reference 
number at the end of the Tech Brief. 


Ames Research Ctr. 

Technology Utilization 
OfficerGeoffrey S. Lee 
Mail Code 223-3 
Moffett Field. CA 94035 
(415) 604-4044 
Patent Counsel: 

Darrell G. Brekke 
Mail Code 200-1 1 
Moffett Field. CA 94035 
(415)604-5104 

Lewis Research Center 

Technology Utilization 
Officer: Anthony F. 
Ratajczak 
Mail Stop 7-3 
21000 Brookpark Road 
Cleveland. OH 44135 
(216) 433-5568 
Patent Counsel: 

Gene E. Shook 
Mail Code LE-LAW 
21000 Brookpark Road 
Cleveland. OH 44135 
(216) 433-5753 


John C. Stennls 
Space Center 

Acting Technology 
Utilization Officer: 
Charles Hill 
Code HA-30 
Stennis Space Center. 
MS 39529 
(601)688-1929 

John F. Kennedy 
Space Center 

Technology Utilization 
Officer: James A. 
Aliberti 

Mail Stop PT-PAT-A 
Kennedy Space 
Center. FL 32899 
(407) 867-3017 
Patent Counsel: 

Bill Sheehan 
Mail Code PT-PAT 
Kennedy Space 
Center. FL 32899 
(407) 867-2544 


Langley Research Ctr. 

Technology Utilization 
Officer: Joseph J. 

Mathis. Jr. 

Head. TU & AO Office 
Mail Stop 200 
Hampton, VA 23681-0001 
(804) 864-2484 
Patent Counsel: 

Dr. George F. Helfrich 
Mail Stop 143 
Hampton. VA 23681-0001 
(804) 864-3221 

Goddard Space Flight 
Center 

Technology Utilization 
Officer: Dr. George Alcorn 
Mail Code 702 
Greenbelt. MD 20771 
(301)286-5810 
Patent Counsel: 

R. Dennis Marchant 
Mail Code 204 
Greenbelt. MD 20771 
(301)286-7351 


Jet Propulsion Lab. 

NASA Resident Office 
Technology Utilization 
Officer: Arif Husain 
Mail Stop 1 80-801 D 
4800 Oak Grove Drive 
Pasadena. CA 91109 
(818) 354-4862 
Patent Counsel: 
Thomas H. Jones 
Mail Code 1 80-801 G 
4800 Oak Grove Drive 
Pasadena. CA 91109 
(818) 354-5179 
Technology Utilization 
Mgr. for JPL: Dr. Nor- 
man L. Chalfin 
Mail Stop 156-211 
4800 Oak Grove Drive 
Pasadena, CA 91 109 
(818) 354-2240 


George C. Marshall 
Space Flight Center 

Technology Utilization 
Officer: Ismail Akbay 
Code AT01 
Marshall Space Flight 
Center. 

AL 35812 
(205) 544-2223 
Patent Counsel: 

Robert L. Broad. Jr. 
Mail Code CC01 
Marshall Space Flight 
Center, 

AL 35812 
(205) 544-0021 

Lyndon B. Johnson 
Space Center 

Technology Utilization 
Officer: Dean C. Glenn 
Mail Code IC-4 


Houston. TX 77058 
(713) 483-3809 
Patent Counsel: 

Edward K. Fein 
Mail Code AL3 
Houston, TX 77058 
(713) 483-4871 

NASA Headquarters 

Technology Utilization 
Officer: Leonard A. Ault 
Code CU 

Washington. DC 20546 
(703) 557-5598 
Assistant General 
Counsel for Patent 
Matters: Robert F. 
Kempf, Code GP 
Washington. DC 20546 
(202) 453-2424 


How You Can Utilize NASA’s Regional Technology T ransfer Centers (RTTCs) — A nationwide network offering 
a broad range of technology transfer and commercialization services. 

Y ou can contact NASA’s network of RTTCs for assistance in solving a specific technical problem or locating technology or markets that match your 
interests. The RTTCs are experienced in working with industry to define technology needs and acquire and commercialize applicable technology. 
User fees are charged for most services. For more information, call 1 -800-472-6785 and you will be connected to the RTTC in your geographical 
region (or you may call or write directly to the RTTC in your region). 

REGIONAL TECHNOLOGY TRANSFER CENTERS (RTTCs) 

RTTC Directors 


NORTHEAST 

Dr. William Gasko 
Center tor Technology 
Commercialization 
Massachusetts Technology Park 
100 North Drive 
Westborough. MA 01581 
(508) 870-0042 

MID-ATLANTIC 

Ms. Lani S. Hummel 
University of Pittsburgh 
823 William Pitt Union 
Pittsburgh. PA 15260 
(412) 648-7000 
(800) 257-2725 (toll-free US) 


SOUTHEAST 

Mr. J. Ronald Thornton 
Southern Technology Application 
Center 

University of Florida 
College of Eng. 

Box 24 

One Progress Boulevard 
Alachua, FL 32615 
(904) 462-3913 
(800) 225-0308 (outside FL) 


MID-CONTINENT 

Mr. Gary Sera 

Texas Engineenng Experiment Station 
Texas A&M University System 
237 WERC Collge Station. 

Texas 77843-3401 
409-845-8762 


MID-WEST 


FAR-WEST 

Mr. Robert Stark 
Technology Transfer Center 
University of Southern California 
3716 South Hope Street, 

Suite 200 

Los Angeles. CA 90007-4344 

(213) 743-6132 

(800) 642-2872 (CA only) 

(800) 872-7477 (toll-free US) 


Dr. Joseph W. Ray 

Great Lakes Industrial Technology Center 
25000 Great Northern Corporate Center 
Suite 450 

Cleveland. OH 44070-5310 
(216) 734-0094 


If you are interested in information, applications, research, training, and services relating to satellite and aerial data for Earth resources, contact NASA's 
transfer point for earth observing technology: Technology Application Center, University of New Mexico, 2500 Yale Blvd. S.E., Suite 100, 
Albuquerque, NM 87131-6031; Dr. Stan Morain, Director (505) 277-3622. 


If you represent a public sector organization with a particular need, you can contact NASA's Application Team for technology matching and problem 
solving assistance. Staffed by professional engineers from a variety of disciplines, the Application Team works with public sector organizations to identify 
and solve critical problems with existing NASA technology. Technology Application Team, Research Triangle Institute, P.O. Box 12194, Research 
Triangle Park, NC 27709; Dr. Doris Rouse , Director, (919) 541-6980 


A Shortcut To Software: COSMIC®— For software developed with NASA 
funding, contact COSMIC. NASA's Computer Software Management and Informa- 
tion Center. New and updated programs are announced in the Computer Programs 
section. COSMIC publishes an annual software catalog. For more information call 
or write: COSMIC^ 382 East Broad Street. Athens. GA 30602 John A. Gibson, 
Director, (706) 542-3265: FAX (706) 542-4807. 


If You Have a Question. NASA Center For AeroSpace Infor- 
mation can answer questions about NASA's Technology Transfer Network and 
its services and documents. The CASI staff supplies documents and provides 
referrals. Call, write or use the feedback card in this issue to contact: NASA Center 
For AeroSpace Information, Technology Transfer Office. P.O. Box 8757, Balti- 
more. MD 21240-0757. Walter M. Heiland. Manager. (410) 859-5300. Ext. 245. 



Too bad everything 
in your life isn't as accurate 
as our frame grabber. 

In this frustratingly imperfect world, it's comforting to have one thing 
that’s always on the mark. Such as the DT385 1 frame grabber, from Data 
Translation. The DT385 1 digitizes images with unsurpassed accuracy, from 
almost any input device. And when you digitize with greater accuracy and 
precision, you'll get better data and more accurate measurements. 

Of course, we also designed this board to take full advantage of Windows: 
So all of the DT385 Is sophisticated features are easy to use. 

To learn more about the amazingly accurate DT385 1 , call us today. 

Well send you a brochure and our free 3-Book Set full of product and appli- 
cation information. And you'll see DATA TRANSLATION 
what you've been missing. 

For More Information Circle No. 549 


THE DT3851 

• No Compromise 'Analog Design 
for sharp images 

• Digital Clock Sync'yiclds low 
pixel jitter lor accurate digitization 

• Precision InpuCmaximizes 
grayscale resolution in difficult 
iow-light conditions 

• Sync Sentinel'lor digitizing 
from VCRs in pause mode 

• Fully programmable acquisition 
digitizes video horn standard, non- 
standard and high resolution devices 

• Single or dual monitor operation 
up to 1024 x 768 resolution 


FOR MORE PRODUCT INFORMATION OR OUR FREE 3- BOOK SET CALL 800 - 525 - 8528 , EXT. 302 . 


World Hdqtrs: 1508) 481-5700. UK 73479-5858 (Hdqtrs), Ccimany 7142-54025 (Hdqtrs) France 5045-9583 (Hdqtis) Italy 30242-5696 (Hdqtrsl. Sab Offices: Australia 2699-8300. ■ ; 

Austria 222367660, Belgium 2466-8199, Brazil 11564-6024, Canada (416) 625-1907, Denmark 4227-4511, Finland 0351-1800, Greece 1361-4300, Hong Kong 515-0018, India 2223-1040, Israel 5254-5685; Israel 3540-7352. japan 33502-5550, 
lapan 335379-1971, Korea 2718-9521, Malaysia 3248-6786, Mexico 575-6091. Mexico 575-6098; Netherlands 70399-6360, New Zealand 9415-8362, Norway 2434150, Poland 4822-580701, Portugal 1793-4834, Portugal 1793-4934, Singapore 336-4767, 
South Africa 12803-7680, Spam 1555-81 12, Sweden 889-3890, Switzerland 1386-8686, Taiwan 62303-9836, Turkey 288 62 13 All trademarks and registered trademarks arc the property of their respective holders 




Special Focus: Computer-Aided 
Design and Engineering 

Faster, Easier Finite-Element Modeling of Weld Offsets 

Offsets are modeled as fictitious deformations of softened materials. 

Marshall Space Flight Center, Alabama 


Finite-element mathematical models of 
weld offsets can be generated more quick- 
ly and easily than before by use of a tech- 
nique based on the analysis of fictitious 
stresses and strains in the welded parts. 
The mathematical modeling of weld offsets 
is a common problem in the design of 
pump housings. Heretofore, weld offsets 
have been modeled by use of a spread- 
sheet program on a personal computer; 
the modeling procedure has consumed 
much time, especially in cases in which 
there have been multiple offsets. 

In the faster, easier technique, the ma- 
terial in the weld zone is fictitiously softened 
to a negligibly low modulus of elasticity 
[e g., 0.1 psi (about 700 Pa)], and the ma- 
terial is considered to be deformed to the 
specified offset (see Figure 1). The dis- 
placements caused by the deformation are 
then computed by analysis of static stress- 
es and strains in the fictitiously deformed 
material, using the specified offset as a 
displacement boundary condition. By use 
of a simple FORTFtAN program, the result- 



Figure 1 . The Weld Offset is mathematically 
modeled, for the purpose of computing its 
shape, as though it were produced by defor- 
mation of the fictitiously softened welded 
material. 


ing displacements are then added to the 
coordinates of the corresponding nodes 
of the Ofiginal (nonoffset) mathematical 
model c f the welded part. 

This technique can be useo to modify 
a large finite-element mathematical model 
to any desired weld offset configuration in 
a short time. The modified model (see Fig- 


ure 2) contains no abrupt discontinuities 
in the weld zones. 

This work was done by C. Chen Hong 
and Bradley E. Lichwala of Rockwell Inter- 
national Corp. for Marshall Space Flight 
Center. No further documentation is 
available. 

MFS-29868 



Figure 2. These Constant and Tapered Weld Offsets in a pump housing were computed by 
use of the ANSYS finite-element program on a SUN Microsystem^ computer. 


Integrated Approach to Design and Analysis of Systems 

An object-oriented fault-tree representation unifies evaluation of reliability and diagnosis of faults. 
Ames Research Center, Moffett Field, California 


An integrated approach is leading to the 
development of powerful computer pro- 
grams that will analyze the reliabilities and 
diagnose the faults of complicated systems 
of equipment and computer programs. 
Examples of such equipment-and-program 
systems include advanced aircraft, space- 
craft, factories, and powerplants, all equipped 
with computerized control subsystems. 
The integrated approach is motivated by 


(1) the need to design such equipment-and- 
program systems to be highly reliable and, 
for this purpose, (2) the need to combine 
analyses of the functions of hardware and 
software subsystems in mathematical 
models that are flexible enough to repre- 
sent the individual behaviors of, and in- 
teractions among, these subsystems. 

In the integrated approach, the logical 
relationships among the components of 


the hardware/software system to be ana- 
lyzed/diagnosed are specified in a fault tree 
representation by use of object-oriented 
programming. [The object-oriented pro- 
gramming/fault tree concept is described 
more fully in "Object-Oriented Algorithm 
for Evaluation of Fault Trees" (ARC-12731), 
NASA Tech Briefs, Vol. 16, No. 2 (1992), 
page 108.] Fault trees were selected be- 
cause they are flexible mathematical mod- 
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THE ASPIRIN PEOPLE 
LEARNED A LONG 
TIME AGO THAT 
BUFFERED WAS BETTER. 



It’s just what the doctor 
ordered. Not only can the 
VLDS instrumentation 
recorder store an amazing 
10.4 gigabytes of information on a single 
ST- 120 cassette, it can also do it at a burst 
rate of up to 20 megabytes per second. 

And now, Metr urn’s Buffered VLDS makes 
it possible to set variable rates for acquisition 
and playback. Anywhere from 0 to 32 Mbits 






The Metrum BVLDS uses a 16 MB 
buffer to give you the kind of speed and 
flexibility you need to relieve painful data 
acquisition and playback headaches. 

per second streaming. Not to mention, the 
BVLDS has a simple remedy for interfacing 
problems, with parallel TTL, differential, bit 
serial and ANSI standard SCSI interfaces. 

Plus, you’ll get it all at a price you’ll find 
very easy to stomach. 

So call and order a BVLDS now. And you 
won’t need to call anyone in the morning. 

METRUM 


FOR MORE INFORMATION ON WHY BUFFERED IS BETTER, JUST CALL 1-800-METRUM-2. 

For literature circle 684 
For a product demo circle 610 



els that are widely used in aerospace 
applications, and they give concise, struc- 
tured representations of the behaviors of 
systems. 

The object-oriented fault tree represen- 
tation lends itself well to the quantitative 
' analysis of reliability as described in the 
noted previous article. It is necessary to 
incorporate additional information into the 
fault tree for use in the diagnosis of faults. 
In summary, this involves the use of aug- 
mented fault tree objects to contain the ad- 
ditional information, including data equiva- 
lent to the “if ... then” diagnostic rules 


(see figure). 

The OBREL and FTDS computer pro- 
grams provide fault tree representations 
according to this approach for the quan- 
titative evaluation of reliability and the 
diagnosis of faults, respectively. Both of 
these programs have access to a central, 
object-oriented knowledge base. Both pro- 
vide interactive graphical displays, through 
which engineers can easily enter data and 
observe results. Thus, they can quickly 
and easily learn the effects of changes in 
designs. These programs improve the de- 
sign process by eliminating the develop- 


ment of redundant mathematical models 
at various stages. The object-oriented 
mathematical models in these programs 
are particularly useful inasmuch as they 
can be modified easily to characterize 
various aspects of the behaviors of 
systems, thereby promoting the develop- 
ment of additional analysis software that 
will have access to the same data base. 

This work was done by F. A. Patterson- 
Hine and David L. Iverson of Ames 
Research Center For further information, 
Circle 13 on the TSP Request Card. 
ARC-12775 



Name: ClusterA 
Type: OR-gale 

Children: (InfoBtoA ^ 
NIUCIusterA 
ProcClusterA) 
Parent: SystemFailure * 


Name ot the fault tree object 

Type : the type of event/rule represented 
(AND gate, OR gate, NODE) 

Children : pointers to the objects representing the children of this event 
(also the antecedent of the rule) 

Parent : pointer(s) to the parent event(s) of this event 


C-Factors: 


((InfoBtoA 50) 
(NIUCIusterA 30) 
(ProcClusterA 20)) 


Time-Intervals: 


EOT: 

LOT: 


((InfoBtoA 1) 
(NIUCIusterA 1) 
(ProcClusterA 1)) 


C-factors : heuristic measures of the likelihood that a given child event 
caused the occurrence of this failure event (applies only to OR gates) 

Time Intervals : estimate of the time interval between the instant of 
occurrence of the child event and the occurrence of the parent event 
(or the instant when all of the child events of an AND gate have occurred) 

EOT: Earliest Occurrence Time, the last time instant at which this failure 
event had definitely not occurred (determined during diagnosis) 

LOT : Latest Occurrence Time, the time at which this fault occurred 
(abnormal alarm activation time, determined during diagnosis) 


An Augmented Fault tree Object contains more information than does a fault tree object used in the quantitative analysis of reliability. 
The additional information is needed to diagnose faults in the system represented by the fault tree. 


Neural Network Would Estimate Fatigue Life 

The processor would learn mappings between sequences of loads and fatigue damage. 
Lewis Research Center, Cleveland, Ohio 


A conceptual data processor to be built 
around a neural network would provide 
real-time estimates of the fatigue life of 
simple mechanical components. This con- 
ceptual processor is intended to be the 
forerunner of more-advanced processors 
that would estimate the remaining lives of 
components that are stressed near their 
mechanical and thermal limits in turbine 
engines and other complicated, high-per- 
formance machinery. Real-time estimates 
of accumulated fatigue damage and re- 
maining life before mechanical failure would 
be useful in scheduling maintenance and 
controlling operation to extend the overall 
life of the machinery. 

The processor (see figure) would include 
the neural network and a preprocessor. 
The preprocessor would perform relative- 
ly simple “front-end” processing to increase 
the computational efficiency of the neural 
network. First, the preprocessor would ex- 
tract peak-to-peak load transitions by com- 


paring the loads sampled at three suc- 
cessive times. Once an extremal load 
value was identified, it would be stored in 
a shift-register type of buffer, the contents 
of which would be analyzed repeatedly to 
detect load cycles. When a load cycle was 
identified, the contents of the shift register 
would be sent to the neural network. If not, 
the shift register would be made ready to 
receive an additional extremal load value. 

Each input unit of the neural network 
would be in one-to-one correspondence 
with each buffer of the shift register of the 
preprocessor. This means that a peak value 
of the load sequence would be fanned out 
to each neuron of the first hidden layer in 
the network. The activation funcfion of each 
neuron would be chosen to be given by 


K 1 + exp( - input ) 

where the input would be the sum of the 
weighted outputs of all the connected neu- 
rons in the preceding layer, plus a thresh- 


old term. The output of the network would 
contribute to the computed fatigue dam- 
age only when the preprocessor identified 
a load cycle. 

The concept was tested by computer 
simulation, for a neural network with 1 5 in- 
put units, 100 neurons in the first hidden 
layer, 50 neurons in the second hidden lay- 
er, and 1 neuron in the output layer, using 
fatigue and load data for a uniaxial steel 
specimen. The network learned the map- 
ping between the sequence of applied 
loads and the fatigue damage. In view of 
its performance in this application, the 
neural network may also be capable of 
similar computations for biaxial and triax- 
ial specimens and for components of com- 
plicated shape (e.g., turbine blades). 

The significance of this approach lies 
in generality, speed, and robustness: Map- 
pings between sequences of loads and the 
fatigue damage can be extracted from ex- 
perimental data without requiring any 
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LABTECH 


Actual LABTECH 
CONTROL screen 
courtesy of 
Sundstrand Fluid 
Handling 



Winner 
ofSC&A 
Reader's Choice 
Award 


With ICONview. you can set up your application by moving 
and connecting icons - no programming required 


Real-Time Software 

For over a decade, LABTECH has been providing high 
performance, low-cost solutions for real-time PC-based data 
acquisition and control. Now, LABTECH also offers real-time 
DDE data visualization. 


Real time means you see 
changes as they occur. VISION 
provides you with the real-time 
information needed for success 
in today's quickly changing 
business climate. 

VISION includes all software 
needed to immediately start 
monitoring PC performance, 
network performance, and 
changes in dBase files. 


VISION displays dynamic 
data from DDE-enabled 
Windows applications. 

Examples include: 

• Microsoft Excel 

• Lotus 1-2-3 

• Borland Quattro Pro 

• Visual BASIC 

• databases 


Realtime VISION 
Developer's Edition 

ifor royalty-free distribution of applications) 


List Price Intro 
$395 S99 

$995 $495 


Data Acquisition 
and Control 

Real-Time Data Acquisition & Control LABTECH 
software has a built-in real-time scheduler that delivers "hard" real- 
time performance. 

Widest I/O Hardware Support No one else supports more 
data acquisition boards! Over 500 data acquisition and control 
devices from more than 50 different manufacturers are supported. 
Call us to configure and purchase a complete hardware/software 
system. 


Real-Time DDE LABTECH has 
real-time Dynamic Data Exchange 
(DDE) under Windows. Setting up a live 
DDE link is easy. Use the Copy 
command. Paste-Link and you’re done! 



LABTECH NOTEBOOK 

Industry Standard for Data Acquisition 

After nine years on the market and over 25,000 systems installed. 
NOTEBOOK is the most widely used data acquisition software 
package. 


Features: 



DOS and Windows versions bundled together 
No hardware key 

Icon-driven - no programming required 
Display rates up to 1 kHz 
On-the-fly calculations 
Thermocouple and RTD linearization 
Triggering and pre-triggering 
Replay of stored data simultaneously with 
live data 

User-developed DLL icons in C 
Knobs, on/off buttons, switches and sliders 
for building user-interfaces 

Driver Toolkit for adding your own I/O drivers 
UNIX/X-Windows versions available 
Japanese, German, French versions available 
GPIB and RS232/422/485 support available 


LABTECH CONTROL 

Direct Digital Control From Your PC 

CONTROL is different from other process control software 
packages provide direct digital control of the process in real-time. 
With CONTROL, you can configure an automated system using 
standard, off-the-shelf I/O hardware and industry-standard PCs. 
CONTROL includes all NOTEBOOK features, as well as the 
following: 


Features: 



On-line alarm logging and annunciation 
Animated process graphics with multiple views 
Logging by exception, with on-line notes 
Hot backup, auto failover fault tolerance 
SPC/SQC; PID auto-tuning options 
Sensor voting 

On-line setpoint changes and recipes 
PID anti-reset windup and bumpless transfer 


1 -800-TRY-LABTECH 


LABTECH • 400 Research Drive • Wilmington MA • 01887 
(508) 657-5400 • FAX: (508) 658-9972 • Email: sales@labtech.com 


For More Information Circle No. 576 








knowledge of the stress-vs.-strain behavior 
of the component in question. The parallel 
architecture of the neural network enables 
it to compute rapidly enough to produce 
estimates in real time, even in the pres- 
ence of high-frequency vibrations. Be- 
cause of its distributed nature, the neural- 
netw ork implementation of a fa tigu e-life 


estimator is expected to be robust and 
reliable, enabling use even in such hostile 
environments as rocket engines. 

This work was done by W. Merrill of 
Lewis Research Center and T. Troudet 
of Sverdrup Technology, Inc. Further in- 
formation may be found in NASA TM- 
10311 7 [N90-2 1564], ‘A Real Time Neural 


Net Estimator of Fatigue Life. " 

Copies may be purchased [prepayment 
required] from the National Technical In- 
formation Service, Springfield, Virginia 
22161, Telephone No. (703) 487-4650. 
Rush orders may be placed for an extra 
fee by calling (800) 336-4700. 
LEW-15305 



The Fatigue-Life Estimator would provide real-time estimates of the remaining fatigue life of a stressed uniaxial specimen. 


Generating Finite- 
Element Models of 
Composite Materials 

This program starts at 
the micromechanical 
level, from simple inputs 
supplied by the user. 

COMGEN (Composite Model GENer- 
ator) is an interactive FORTRAN program 
that can be used to create a wide variety 
of finite-element models of continuous-fiber 
composite materials at the micromechan- 
ical level. It quickly generates batch or 
“session files" to be submitted to the finite- 
element preprocessor and postprocessor 
program, PATRAN (PDA Engineering, Costa 
Mesa, CA). 

A significant percentage of time spent 
in a typical finite-element analysis is taken 
up in the modeling process and assign- 
ment of loads and constraints. To perform 
such an analysis in the absence of a pro- 
gram like COMGEN, the analyst must not 
only be well versed in the art of finite-ele- 
ment modeling but must also be familiar 
with some sort of preprocessing software 
to complete the task expediently. 


In modeling a composite material, 
COMGEN incorporates the assumption 
that the constituents of the material can 
be represented by a “unit cell" of a fiber 
surrounded by matrix material. Cells of two 
basic types are available. In the first type, 
the fiber is positioned in the center of a 
square matrix cell, and the cells are packed 
in a square pattern. In the second type, 
the packing pattern is hexagonal, and the 
fiber is centered in a hexagonal matrix cell. 
. Different models can be created by use 
of combinations of square and hexagonal 
packing schemes. Variations include two- 
and three- dimensional cases, models with 
fiber/matrix interfaces, and different con- 
structions of unit cells. 

Inputs by the user include the diameter 
and the percent volume of the fibers in the 
composite to be analyzed. In addition, 
various mesh densities, boundary condi- 
tions, and loads can be assigned to the 
models within COMGEN. The PATRAN pro- 
gram then uses a COMGEN session file 
to generate finite-element models and their 
associated loads, which can then be trans- 
lated to virtually any finite-element analysis 
code, such as NASTRAN or MARC. 

COMGEN is written in FORTRAN 77 


and has been implemented on DEC VAX- 
series computers under VMS and SGI IRIS- 
series workstations under IRIX. COMGEN 
requires PATRAN to complete the model. 
The VAX VMS version is available on a 
5.25-in. (13.3-cm) 360K MS-DOS format 
diskette (standard distribution medium) or 
a 9-track, 1,600-bit/in. (630-bit/cm) mag- 
netic tape in DEC VAX FILES-11 format, 
and it requires about 124K of main mem- 
ory. The standard distribution medium 
for the IRIS version is a 0.25-in. (6.4-mm) 
streaming-magnetic-tape cartridge in 
UNIX tar format. The memory requirement 
for the IRIS version is 627K. COMGEN was 
developed in 1990. 

DEC, VAX, and VMS are trademarks of 
Digital Equipment Corp., PATRAN is a reg- 
istered trademark of PDA Engineering. SGI 
IRIS and IRIX are trademarks of Silicon 
Graphics, Inc. MS-DOS is a registered 
trademark of Microsoft Corp. UNIX is a 
registered trademark of AT&T. 

This program was written by M. E. Melis 
of Lewis Research Center. For further 
information, Circle 78 on the TSP Request 
Card. 

LEW-15206 
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Modeling and analysis completed unth a Motif^based X Window " interface. 


Does it wiggle? 


Is it stable? Can you con- 
trol it? And, what happens 
when you turn it on? 

If you design electrical, 
hydromechanical, chemical, 
and/or digital control sys- 
tems, these are the kinds of 
questions you probably have. 

You want to know how 
the system behaves, and if it 
can be controlled. But you 
can’t afford to spend a lot of 
time and money in the process. 

With EASY5x®, you’ll get the answers you want. And 
you’ll get them cost-effectively. 

Proven software. 

Developed, tested, and refined at Boeing, EASY5x has 
been used to model, simulate, and analyze complex and 
highly non-linear systems. Especially those containing 
microprocessor-based controllers. 

And today, engineers worldwide are using EASY5x in a 
variety of industries. For example, EASY5x helps build the 
cars you drive, the airplanes you fly, and the power plants 
you depend on. 

Unparalleled system modeling. 

With EASY5x, modeling difficult system dynamics can 
be a routine exercise. 

That’s because EASY5x comes with hundreds of mod- 
eling blocks. Including discontinuous elements like friction, 
hysteresis, and hard limits. 

Our libraries are also full of physical elements such as 
hydraulics, heat exchangers, and freon components. 


You can even create 
your own modeling blocks 
and share them freely. F.ASY5x 
helps by maintaining tight 
configuration control for you. 

Efficient analyses. 

EASY5x provides simula- 
tion performance up to 100 
times faster than other soft- 
ware on the market. 

Even our control system 
analysis tools will save you 
time, particularly when you 
analyze multi-rate sampled-data systems. 

And if you need world-class solutions to real-time sim- 
ulation problems, EASY5x software now interfaces with 
hardware supplied by Applied Dynamics International. 

Call for a free trial. 

EASY5x is sophisticated enough to be simple to use. 

It’s supported by a highly trained technical staff. And the 
software is mature enough to provide answers to really 
tough dynamics problems accurately and quickly. 

You can get started with EASY5x on your Sun, 
Hewlett-Packard, Digital, Silicon Graphics, or IBM RS6000™ 
UNIX* workstation for $8,900. (U.S. and Canadian universi- 
ties may join our University Program at no cost.) 

All things considered, EASY5x is the best value on the 
market. And we’d like to prove it to you. 

Call for a free, 30-day trial. Phone 1-800-426-1443 or FAX 
206-865-2966. Or write to Boeing, P.O. Box 24346, M/S 
7L-46, Seattle, WA 98124-0346, USA. 




frequency-response data displayed in 
3ode, Nichols , or Nyquist formats. 
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Software for Analyzing 
Performances of 
Wind Tunnels 

This program incorporates 
refined techniques of 
analysis of subsonic flows. 

The Subsonic Wind Tunnel Performance 
Analysis computer program was developed 
as an aid in the design and analysis of sub- 
sonic wind tunnels. It brings together and 
refines previously scattered and oversim- 
plified techniques that have been used for 
the design of, and the prediction of losses 
in, the components of subsonic wind tun- 
nels. It implements a system of equations 
for determining the total pressure losses 
and provides general guidelines for the de- 
sign of diffusers, contractions, corners, 
and the inlets and exits of nonreturn tunnels. 

The algorithms used in the program are 
applicable to compressible flow through 
most closed- or open-throated, single-re- 
turn, double-return, or nonreturn wind tun- 
nels or ducts. A comparison of perform- 
ances calculated by the program with 
those achieved by several existing facilities 
showed generally good agreement. Any 
system through which air flows and that 
includes turns, fans, contractions, and the 
like (e.g., a heating, ventilating, and/or air- 
conditioning system) can be analyzed by 
use of this software. This program is an 
update of ARC-11138 that includes PC 
compatibility and an improved user 
interface. 

The method of analysis of losses imple- 
mented by the program is a synthesis of 
theoretical and empirical techniques. Gen- 


erally, the algorithms used are those that 
have been substantiated by experimental 
tests. The basic flow-state parameters 
used by the program are determined from 
input information about the reference con- 
trol section and the test section. These 
parameters were derived from standard 
relationships for compressible flow. 

The local flow conditions, including mach 
number, Reynolds number, and coefficient 
of friction, are determined for each end of 
each component or section. The loss in 
total pressure caused by each section is 
calculated in a form nondimensionalized 
by local dynamic pressure. The individual 
losses are based on the nature of the sec- 
tion, local flow conditions, input geometry, 
and parameters. The program computes 
losses in such typical wind-tunnel sections 
as straight and corner ducts of constant 
cross-sectional area, open-throat ducts, 
contractions, diffusing corners, diffusers, 
exits, flow straighteners, and fans. Fixed, 
known losses are also included. 

Input to this program consists of data 
that describe the types, shapes, sizes, and 
various parameters of the sections. Out- 
put from the program consists of a tabula- 
tion of the performance-related parameters 
for each section of the wind-tunnel circuit, 
and of the overall performance values, 
which include the total length of the wind- 
tunnel circuit, the total pressure losses and 
energy ratios for the circuit, and the total 
operating power required. If requested, the 
output also includes an echo of the input 
data, a summary of the circuit character- 
istics, and plots of the computed cumu- 
lative pressure losses and wall-pressure 
differentials. 


The Subsonic Wind Tunnel Performance 
Analysis software is written in FORTRAN 
77 (71 percent) and BASIC (29 percent) for 
IBM PC-series computers and compatibles 
running MS-DOS 2.1 or higher. The required 
equipment includes either an 80286 or an 
80386 processor, a math coprocessor, and 
640K of main memory. The PERFORM 
analysis software is written for the RM/ 
FORTRAN v2.4 compiler. This portion of 
the code is portable to other computers 
that support standard FORTRAN 77 com- 
pilers. Source code and executable code 
for the PC are included with the distribu- 
tion. They are compressed by use of the 
PKWARE archiving software tool; the utility 
software to unarchive the files, PKUNZIP. 
EXE, is included. With the PERFINTER pro- 
gram interface, the user can enter the wind- 
tunnel characteristics via a menu-driven 
program, but this is available only for the 
PC. The standard distribution medium for 
this package is a 5.25-in. (13.34-cm), 360K 
diskette in MS-DOS format. This software 
package was developed in 1990. 

DEC, VAX, and VMS are trademarks of 
Digital Equipment Corp. RM/FORTRAN is 
a trademark of Ryan McFarland Corp. 
PERFORM is a trademark of Prime Com- 
puter Inc. MS-DOS is a registered trade- 
mark of Microsoft Corp. 

This update was written by C. Decker 
of Ames Research Center, the original 
program was written by W. T. Eckert of 
NASA Headquarters and K. W. Mort and 
J. Jope of Ames Research Center For 
further information, Circle 66 on the TSP 
Request Card. 

ARC-13129 


Program Helps 
Decompose Complicated 
Design Problems 

Time is saved by intelligent 
decomposition into smaller, 
interrelated problems. 

Many engineering systems are large 
and multidisciplinary. Before the de- 
sign of such new complex systems as 
large platforms in outer space can be- 
gin, the possible interactions among 
subsystems and their parts must be de- 
termined. Once this determination has 
been made, the proposed system can 
be decomposed to identify its hierar- 
chical structure. DeMAID (A Design 
Manager's Aide for Intelligent Decom- 
position) is a knowledge-based soft- 
ware system for ordering the sequence 
of modules (defined below) and identi- 
fying a possible multilevel structure for 
the design problem. DeMAID displays 
the modules in an NxN matrix format 


(called a “design structure” matrix). (For 
the purpose of this article, a module is 
defined as any process that generates 
an output and may or may not require 
an input.) 

Although DeMAID requires an invest- 
ment of time to generate and refine the 
list of modules for input, it could save a 
considerable amount of money and time 
in the total design process, particularly 
in new design problems in which the 
ordering of the modules has not been 
defined. This program can also be im- 
plemented to examine an assembly-line 
process or the ordering of tasks and 
milestones. 

The decomposition of a complex de- 
sign system into subsystems requires 
the judgement of the design manager. 
DeMAID reorders and groups the mod- 
ules on the basis of the links (interac- 
tions) among the modules, helping the 
design manager make decomposition de- 
cisions early in the design cycle. These 
links can be deleted interactively. The 


modules are grouped into circuits (the 
subsystems) and displayed in the ma- 
trix format. 

Feedback links, which indicate itera- 
tive processes, are minimized and oc- 
cur only within subsystems. Inasmuch 
as there are no feedback links among 
the circuits, the circuits can be dis- 
played in a multilevel format. Thus, a 
large amount of information is reduced 
to one or two displays that are stored 
for later retrieval and modification. The 
design manager and leaders of the de- 
sign teams then have a visual display of 
the design problem and the intricate in- 
teractions among the different modules. 

The design manager could save a 
substantial amount of time if circuits on 
the same level of the multilevel struc- 
ture are executed in parallel. DeMAID 
estimates the time saved on the basis 
of the number of available processors. 
In addition to decomposing the system 
into subsystems, DeMAID examines the 
dependencies of a problem with design 
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We see your 
expectations of 
visualization and 
we raise them. 



r 

Combine advanced visualiza- 
tion with the powerful computation 
of MATLAB, and gain new insight into 
your most challenging problems. 

The MathWorks 
introduces Matlab 4.0 

Matlab 4.0 blends visualization 
techniques and numeric computa- 
tion into a seamless interactive envi- 
ronment that redefines how you can 
solve complex problems. You can 
analyze data numerically and visually, 



Three viflKS of 1 he surface height of a permy show 
user customizable object-oriented graphics in 
MATLAB 4.0. Data courtesy of NIST. 

simulate models and see the results 
immediately, or explore ideas and 
test them interactively. 

More than meets the eye 

MATLAB 4.0 provides engineers, 
scientists, and other technical pro- 
fessionals with an extensive library 
of built-in computational tools, com- 
bined with a powerful fourth-genera- 
tion language. 

As a result, MATLAB offers the conve- 
nience of a pre-packaged application 
program and the extensibility and 
flexibility of a high-level language. 
Much easier to use than Fortran or 
C, Matlab yields tremendous gains 
in productivity and creativity— for 
over 100,000 users woridwide. 

Spectrogram of Handel 's Hallelujah Chorus. 
computed and displayed with MATLAB 4.0 and 
the Signal Processing Toolbox. 


MATLAB 4.0 

Picture the Power 


New feature highlights 

With our flexible new object-orient- 
ed Handle Graphics™ system, you 
can customize practically every 
attribute of your plots. New graph- 
ics capabilities include: 


Powerful, versatile toolboxes 

Application toolboxes, designed 
and written in Matlab by world- 
class experts in their fields, provide 
specialized solutions. They’re based 
on Matlab, and they combine pre- 
packaged functionality with an 
open systems approach that allows 
you to see the algorithms and to 
modify' them to suit your needs. 


• 3-D shaded color surface graphs 

• 3-D contour plots 

• 3-D data trajectories 

• Imagedisplay 

• Light sources 

• Surface rendering 

• Animation 

Beyond the visual 

Other new features in MATLAB 
4.0 include: 

• Over 100 new functions 

• Sound output 

• Graphical user interface (GUI) 
toolkit 

• Flexible file I/O 

• Integrated debugging environment 

• Sparse matrix support 

• Ability to call Matlab as a com- 
putation engine from C and 
Fortran programs 

• Enhanced on-line help 

• New, expanded documentation 

• Faster interpreter and graphics 



Frequency responses of a family of control 
systems, modeled, simulated and visualized in 
MATIAB4.0. 


Simvunk ;™ 

Expanding the uses of Matlab 

Add Simuunk to Matlab 4.0 and 
you can perform dynamic system 
simulation of nonlinear models in a 
graphical, mouse-driven environment 


The comprehensive Matlab tool- 
box family includes: 


• Signal Processing 

• Control System Design 

• Robust-Control Design 

• Mu-Analysis and Synthesis Design 

• System Identification ^ mg 

• Neural Networks 

• Nonlinear Optimization 

• Spline Analysis 

• Chemometric Analysis 



Riemamt surface of the complex cube root 
function shows the capability of MATLAB 4.0 
for mathematical visualization. 


MATLAB 4.0 is available now for 


Sun SPARCstations, and will soon 
ship for other standard Matlab 
platforms including: 386/486 PCs, 
Macintosh, HP/Apollo, 

DECstation, VAX/VMS, IBM, 


Silicon Graphics, Convex, & Cray. 

For more information, please 
call us at (508) 653-1415. 



The 

MATH 
WOR] 

Inc 

24 Prime Park Way/Natick, MA 01760 
Tel: 508/653-1415 Fox:508/653-2997 
Email info@mathworks.com 

France: Scientific Software, +33145-342391 
Germany: BauscbGal! GmbH. +4389-3232625 
Israel: Omikron Delta. +972-3-561-5151 
Japan: Cybernet Systems. +81-3-39824641 
Scandinavia: Comsd Europe AB. +46-8-1 5-30-22 
Switzerland: Comsd AG. +41-31-961-70-11 

U.K.: Cambridge Control. +44223420-722 
U.K.: Rapid Data Ltd.. +44903202-819 
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and behavior variables and creates a de- 
pendency matrix. This matrix shows 
the relationship among the indepen- 
dent design variables and the depen- 
dent constraint and objective functions. 

DeMAID is based on knowledge- 
base techniques to provide flexibility 
and ease in adding new capabilities. 
Although DeMAID was originally writ- 
ten for design problems, it has proven 
to be very general in solving any prob- 
lem that involves modules (processes) 
that take inputs and generate outputs. 
For example, one group is applying 
DeMAID to gain understanding of the 
flow of data of a very large computer 
program. In this example, the modules 
are the subroutines of the program. 

The user begins the design of a sys- 
tem by determining' the level of mod- 
ules to be ordered. The level is the 
“granularity" of the problem. The de- 
sign manager may wish to examine 
disciplines (a coarse model), analysis 
programs, or the data level (a fine mod- 
el). Once the system is divided into 
these modules, the user determines the 
input and output of each module, cre- 


Computer Code Aids 
Design of Wings 

AER02S rapidly estimates 
aerodynamic characteristics. 

The AER02S computer code was de- 
veloped to aid design engineers in the se- 
lection and evaluation of aerodynamically 
efficient wing/canard and wing/horizontal- 
tail configurations that may include simple 
hinged-flap systems. The code rapidly esti- 
mates the longitudinal aerodynamic char- 
acteristics of conceptual airplane lifting- 
surface arrangements. 

The code is particularly well suited to 
configurations that, because of high-speed- 
flight requirements, must include thin wings 
with highly swept leading edges. It is appli- 
cable to wings with either sharp or round- 
ed leading edges. It provides theoretical 
pressure distributions over the wing, the 
canard or horizontal tail, and the deflected 
flap surfaces. It also provides estimates 
of the lift, drag, and pitching moments on 
the wing, which account for attainable lead- 
ing-edge thrust and leading-edge-separa- 
tion-vortex forces. 

The wing planform information is speci- 
fied by a series of leading-edge and trail- 
ing-edge breakpoints for a right wing panel. 
Up to 21 pairs of coordinates can be used 
to describe both the leading and trailing 
edges. The code has been written to ac- 
commodate 2,000 right-panel elements 
but can easily be modified to accommo- 
date a larger or smaller number of elements, 
depending on the capacity of the com- 
puter. The code provides solutions for wing 


ating a data file for the main program. 

DeMAID is executed through a sys- 
tem of menus. The user can choose to 
plan, schedule, display the NxN matrix, 
display the multilevel organization, ex- 
amine parallelism, or examine the depen- 
dency matrix. The main program calls a 
subroutine that reads a rule file and a 
data file, asserts facts into the knowl- 
edge base, and executes the CLIPS in- 
ference engine. 

DeMAID is available in two versions 
for different computers: a Macintosh ver- 
sion, which is written in C Language, 
using Symantec’s Think C 4.0; and a 
VAX VMS version, which is written in 
FORTRAN 77. The Macintosh version 
requires 1.5 Mb of random-access mem- 
ory, system software 6.0.2 or later, and 
CLIPS 4.3. The Macintosh version is 
available on a set of four 3.5-in. (8.89- 
cm), 800K Macintosh-format diskettes 
and includes the source code for 
CLIPS 4.3 and sample input. The VAX 
VMS version requires 200K of memory 
and the CLIPS 4.2 run-time library and 
was designed to run with the standard 
VAX GKS graphics system, but can 


surfaces composed of all possible combi- 
nations of leading-edge and trailing-edge 
flap settings provided by the original deflec- 
tion multipliers and by the flap-deflection 
multipliers. Up to 25 pairs of leading-edge 
and trailing-edge flapfoeflection schedules 
can thus be treated simultaneously. 

The code also provides for an improved 
accounting of hinge-line singularities in de- 
termination of wing forces and moments. 
To determine lifting-surface perturbation 
velocity distributions, the code provides for 
a maximum of 70 iterations. The program 
is constructed so that successive runs can 
be made with a given code entry. To make 
additional runs, it is necessary only to add 
an identification record and the namelist 
data that are to be changed from the pre- 
vious run. 

This code was originally developed in 
1989 in FOFfTFIAN V on a CDC 6000 com- 
puter system, and was later ported to an 
MS-DOS environment. Both versions are 
available from COSMIC. There are only a 
few differences between the PC version 
(LAR-14458) and CDC version (LAR-14178) 
of AER02S distributed by COSMIC. The 
CDC version contains one main source 
code file, while the PC version contains 
two files because two files can be edited 
and compiled more easily on a PC. The 
PC version does not require a FORTRAN 
compiler that supports NAMELIST be- 
cause a special INPUT subroutine has 
been added. The CDC version includes 
two MODIFY decks, which can be used to 
improve the code and prevent some errors 
that occur infrequently, while users of the 
PC version must make the corresponding 


easily be modified to run with other 
graphics systems. The VAX VMS ver- 
sion of DeMAID includes the CLIPS 4.2 
run-time library for DEC VAX-series 
computers running VMS and is avail- 
able on a 9-track, 1 ,600-bit/in. (630-bit/ 
cm) magnetic tape in VAX FILES-11 
format (standard distribution medium) 
or in VAX BACKUP format on a TK50 
tape cartridge. The documentation avail- 
able for this package is for DeMAID 
only; the documentation for CLIPS 4.3 
is available separately. The VAX VMS 
version of DeMAID was developed in 
1989 and updated in 1990. The Mac- 
intosh version was released in 1 991 . 

Symantec and Think C are trade- 
marks of Symantec Corp. Macintosh is 
a registered trademark of Apple Com- 
puter, Inc. DEC, VAX, VMS, and TK50 
are trademarks of Digital Equipment 
Corp. 

This program was written by James 
L Rogers, Jr. of Langley Research 
Center. For further information, Circle 
67 on the TSP Request Card. 

LAR- 14793 


changes in the code manually. 

The PC version includes an executable 
code that was generated with the Ryan 
McFarland/FORTRAN compiler and re- 
quires 253K of random-access memory 
and an 80x87 math coprocessor. Using 
this executable code, the sample case re- 
quires about 4 hours on an 8-MHz AT-class 
microcomputer with a coprocessor. The 
source code conforms to the FORTRAN 
77 standard except that it uses variables 
longer than six characters. With two minor 
modifications, the PC version should be 
portable to any computer with a FORTRAN 
compiler and sufficient memory. The CDC 
version of AER02S is available in CDC 
NOS Internal format on a 9-track, 1,600-bit/ 
in. (630-bit/cm) magnetic tape. The PC ver- 
sion is available on a set of two 5.25-in. 
(13.34-cm), 360K diskettes in MS-DOS 
format. 

IBM AT is a registered trademark of In- 
ternational Business Machines Corp. MS- 
DOS is a registered trademark of Microsoft 
Corp. CDC is a registered trademark of 
Control Data Corp. NOS is a trademark of 
Control Data Corp. 

This program was written by Harry W. 
Carlson of Planning Research Corp. and 
Christine M. Darden of Langley Research 
Center 

For further information on the CDC ver- 
sion, Circle 96 on the TSP Request Card. 
LEW-14178 

For further information on the PC ver- 
sion, Circle 97 on the TSP Request Card. 
LAR-14458 
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The leading players 
in R&.D 

keep us on their bench. 



Superconductive materials are reaching 
new heights in critical temperature and field. 
And Keithley is there. 

Keithley is there as leading metrologists 
develop intrinsic standards using Josephson 
Junction, Quantum Hall Effect and Quantum 
Current Pump technologies. 

And the leading players in communications 
and computers use Keithley equipment 
to evaluate ozone-friendly 
manufacturing processes. 

Wherever you find extreme measurements 
being made, you often find a 
Keithley instrument. 

That’s because Keithley offers the 
most sensitive voltmeters, ammeters and 
ohmmeters of any major instrument 
supplier. And a solid line of high- 
performance, full-featured DMMs, 
switches and source-measure units. 

Another reason: prompt and total support 
for the R&D professional. Like free 
applications assistance (1-800-552-1115). 
On-site technical seminars. Our “Low Level 
Measurements Handbook.” And much more. 

We’re always ready to support your research 
efforts. Just as we’ve been doing for 47 years. 

Call on us. Any time. 

Until then, we applaud all those researchers 
who’ve made a difference. 

And we thank you for sharing 
a bench with us. 


KEITHLEY 


For More Information Circle No. 519 








Electronic Components and Circuits 


Power Converters Maximize Outputs of Solar Cell Strings 

Voltages are adjusted iteratively to find the maximum-power operating points. 


Goddard Space Flight Center, Greenbelt, Maryland 


Tracker Unit 



Storage 

Battery 


\r 


-±- > Load(s) 


Current 

Sensor 


I 


BASIC POWER-MAXIMIZING CIRCUIT CONNECTED TO SOLAR CELL, 
STORAGE BATTERY, AND LOADS 



Voltage 

OUTPUT OF SOLAR CELL 


Figure 1. The Solar-Cell Voltage at the power-input terminals of the tracker unit is ad- 
justed repeatedly to maximize the current measured by the sensor, thereby maximizing 
the power delivered to the storage battery and load(s). 


Microprocessor-controlled dc-todc power 
converters have been devised to maximize 
the power transferred from solar photovol- 
taic strings to storage batteries and other 
electrical loads. These converters can help 
in utilizing large solar photovoltaic arrays 
most effectively with respect to cost, size, 
and weight. 

The output of each solar cell can be 
characterized by a current-vs.-voltage curve 
that includes a maximum-power point at 
some voltage, V mp , which lies between 
zero and the open-circuit voltage. V mp de- 
pends on a variety of factors, including the 
temperature, the level of illumination, the 
type of cell, the damage by radiation, and 
the number of cells in series. The voltage at 
which the maximum power is transferred 
from the solar cell to the load(s) can differ 
slightly from V mp and can depend on the 
aforementioned factors plus the electrical 
characteristics of the load(s) and interven- 
ing circuitry. A power-maximizing dc-to<)c 
converter of the new type is a pulse-width- 
modulation buck converter that enables the 
solar cell to operate at a voltage different 
from the voltage applied to the load(s) and 
that maintains the solar-cell-string voltage 
at or near the value at which maximum 
power is transferred from the cell to the 
load(s). 

Figure 1 illustrates the functional blocks 
of a basic power-maximizing circuit. A sen- 
sor measures the current delivered to the 
storage battery and load(s); because the 
storage battery maintains a nearly con- 
stant voltage, this current is assumed to 
be indicative of the power transferred to 
the storage battery and load(s). The solar 
cell is connected to power-input terminals 
of a tracker unit, which includes the pulse- 
width-modulation buck dc-to-dc converter 
circuitry. A differential amplifier in the track- 
er unit compares the battery voltage with 
a control voltage supplied by a controller 
and adjusts the width of pulses according- 
ly to keep the battery voltage at or near 
the control voltage. 

The controller operates in cycles, dur- 
ing each of which it sets the control volt- 
age at three different values: a nominal 
operating point, one value slightly above, 
and one value slightly below. At each volt- 
age setting, the controller waits a few milli- 
seconds for transients to fade, then ac- 
quires the output of the current sensor. The 
voltage setting that yields the greatest cur- 


rent reading becomes the new nominal 
operating point during the next cycle. Thus, 
the controller repeatedly adjusts the cell 
voltage in small increments, always striv- 
ing to select the current-maximizing volt- 
age as the nominal operating point. 

As shown in Figure 2, the concept can 
be extended to an array of multiple 
solarcell strings. Each cell is connected 
to a separate tracker unit, and the power 


outputs of all the tracker units are fed in 
parallel to the storage battery and load(s). 
The controller provides a separate control 
voltage to each tracker unit, adjusting 
each one in turn to the nominal operating 
point that maximizes the total current 
measured by the sensor. In an alternative 
version, the power output of each tracker 
is monitored by a separate current sensor, 
which provides better current resolution 
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For custom shielding, nobody helps 
you beat the clock — and the costs — 
like Instrument Specialties. 

Using the most modern CAD 
capabilities plus a half-century of 
EMC experience, our experts can 
quickly determine the best shielding 
for your design... often before you’ve 
built it. 

With maximum flexibility and 
minimum tooling, our prototyping 
capabilities are both fast and 
economical. We’ve even dedicated an 
entire fabricating operation just for 
short runs. Our in-house design, 
plating, photoetching and heat 
treating also keep your costs down. 

Or we could modify our standard 


shielding products to fit your 
application... helping you save 
even more time and money 

When you do decide to start full 
production, you’ll have the complete 
in-house capabilities of a leading 
worldwide shielding supplier behind 
you. . . including wire EDM toolmaking, 
sophisticated fabrication techniques, 


and comprehensive EMC testing — all 
assuring just-in-time deliveries. 

So call Instrument Specialties for 
your next custom shielding project. 
Because whether you need 5 parts 
or 5 million, we'll be on time... and 
on budget. 
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is a Science 


Instrument Specialties 
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and greater sensitivity to the contribution 
of each cell to the total delivered current. 

In summary, the main points of the in- 
vention are. (1) a single controller is used 
to control and optimize any number of 
"dumb" tracker units and strings indepen- 
dently; (2) the power is maximized out of 
the converters rather than into the convert- 
ers; and (3) because the controller in the 
system is a microprocessor, changes in 
the control algorithm can be made easily 
with no hardware changes. 

This work was done by Martin E. 
Frederick and Joel B. Jermakian of God- 
dard Space Flight Center For further infor- 
mation, Circle 46 on the TSP Request Card. 

This invention is owned by NASA, and 
a patent application has been filed. In- 
quiries concerning nonexclusive or ex- 
clusive license for its commercial develop- 
ment should be addressed to the Patent 
Counsel, Goddard Space Flight Center 
[see page 22], Refer to GSC-13450. 



Figure 2. The Contribution of Each Solar Cell in a large array can be maximized by use 
of a controller operating in conjuction with a separate tracker unit for each battery. 


Video-Level Monitor 

This nonspecific circuit is applicable to most CCTV systems. 


Langley Research Center, Hampton, Virginia 


When a typical closed-circuit television 
(CCTV) camera is used to measure the in- 
tensity of light, the automatic light-intensity 
control in the camera must be defeated. 
These controls use the brightest part of 
a scene to set the gain, bias, or filter for 


an acceptable level. Some commercially 
available cameras optionally include level 
indicators, but each such indicator is spe- 
cific to a particular camera and not readi- 
ly adaptable to other systems. Also, a typi- 
cal video analyzer instrument allows real- 


time monitoring of only one small spot or 
a single horizontal line in the scene and 
cannot be relied upon to determine over- 
brightness. Consequently, a video-level mon- 
itor was developed to provide full-scene 
monitoring of the video and to indicate the 



The Nonspecific Video-Level Monitoring Circuit eliminates the need for special-purpose level-indicating circuits for different video systems. 
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MGA has paired our Advanced 
Continuous Simulation Language (ACSL) 
with our Graphic Modeller block 
diagram, graphical front-end. And the 
results are nothing to sneeze at. 

ACSL/Graphic Modeller brings true 
graphic modelling to simulation. It 
presents an alternative to complex code, 
because it lets you build a model visually 
through block diagrams. 

Since 1975, MGA has been the leader in simulation software. Our 
ACSL software is the industry standard. It provides you with the 
power to simulate all complex, non-linear, continuous, discrete and 
hybrid systems, faster and with better results than other simulation 
software. 

Now ACSL/Graphic Modeller takes you to the next level of 
simulation power. By freeing you from burdensome programming 
details, it expands your productivity and creativity. 

ACSL/Graphic Modeller provides you with the flexibility that other 


programs simply can’t match. It lets 
you quickly and easily create and 
modify your own blocks, as well as 
modify existing code and blocks. You 
can choose to use code, block 
diagrams or both, depending on your 
application. 

The software’s block diagrams can be 
easily reused. It supports unlimited 
hierarchical modelling- both bottom 
up and top down. It incorporates all 
the features of a modem drawing package for more control over 
your diagram's appearance. 

We’re inviting qualified companies to experience these and the 
many other unique benefits of ACSL/Graphic Modeller by trying it 
for one month, absolutely free. 

If you’d like to take advantage of our free trial offer, give us a 
call at 1-800-647-ACSL or FAX us at 1-508-369-0013. We re 

confident that our true graphic modelling will have you feeling 
better in no time. 


Our simulation 
experts have 
discovered 
the cure for the 
common code. 


Mitchell and Gauthier 


Associates, Inc. 


For More Information Circle No. 580 


The only real choice for simulations. 





level of the brightest portion. This circuit was 
designed to be nonspecific and can be in- 
serted in any closed-circuit camera system 
that utilizes the RSI 70 a RS330 synchro- 
nization and standard CCTV video levels 
(+0.7-V video and -0.3-V synchronization). 

The video-level monitor (see figure) is 
inserted between the output video line of 
the camera and the measurement system 
or monitor. The monitor indicates the per- 
cent video level in IRE units (100 IRE = 
0.7 V video) via light-emitting diodes on its 
front panel. Indicators are provided for 60 
percent, 80 percent, 100 percent and 110 


percent of full video level. An overbright- 
ness indicator begins to flash at the 100- 
percent video level. A switch-selectable 
audible alarm is provided to operate at 100 
percent or 110 percent of full video. The 
system is made of readily available, off-the- 
shelf components. Development is com- 
plete, and several units are in service. 

This instrument was developed to satis- 
fy a need when closed-circuit cameras 
are operated as measuring instruments, 
but it can be used readily in standard view- 
ing applications. The operator would then 
have the necessary information to set the 


intensity of light entering the camera to a 
safe level, preventing the premature burn- 
in of the image tube that would otherwise 
occur in operation at a high level for a 
long time. 

This work was done by Ray W. Gregory 
of Langley Research Center No further 
documentation is available. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Langley 
Research Center [see page 22], Refer to 
LAR-14070. 


Upper-Bound SEU Rates in Anisotropic Fluxes 

Rates are computed from simplified mathematical models of charge-collecting volumes. 
NASA’s Jet Propulsion Laboratory, Pasadena, California 


Upper bounds on rates of single-event 
upsets (SEU’s) in digital integrated circuits 
and other electronic devices exposed to 
anisotropic fluxes of energetic ionizing par- 
ticles can be computed by use of an im- 
proved method. Because the method is 
derived from simplified, worst-case mathe- 
matical models of charge-collecting vol- 
umes and physical phenomena in the 
electronic devices, it is not necessary to 
take account of most of the geometric 
details of specific devices in computing 
the bounds that apply to them. 


The method allows for the incorporation 
of SEU cross sections obtained by expos- 
ing devices to directed fluxes of heavy ions 
from particle accelerators. However, mean- 
ingful SEU-cross-section data at angles of 
incidence (with respect to the planes of 
typical integrated circuits) larger than 
about 60° are typically unavailable. Where 
such data are available, they can be in- 
corporated into calculations of SEU rates; 
where they are unavailable, one assumes 
the applicable simplified mathematical 
models and adjusts the unknown param- 


eters of the models to obtain maximum 
SEU rates. 

The basic mathematical model of a 
charge-collecting volume in this method 
is a circular cylinder. The circular face at 
one end lies in the plane on the surface 
of the integrated circuit or other device and 
has area A. The cylinder has axial length, 
T, which represents the thickness of the 
charge-collecting region in the device. The 
curve of SEU cross section of the device 
as a function of linear energy transfer (LET) 
at normal incidence is represented by a 
staircase function that includes a step func- 
tion of height A at L th , a threshold value 
of LET (see figure). 

The essence of the method is as follows: 
• By use of a computer program called 
"NIFUR,” construct a further simplified 
mathematical model based on a box that 
bounds the cylinder and compute, for the 
given angle of incidence and L lh = the 
given LET value, the sum of the SEU 
cross sections of particles that traverse 
the box along four possible trajectories. 



The Staircase Curve of the simplified mathe- 
matical model bounds the smooth curve of 
the experimental SEU cross section of a de- 
vice. The height of each step is the normal- 
incidence cross section associated with a 
given charge-collecting volume, and the LET 
coordinate of the step is the L (h of that 
volume. 



Fly into a new world of f 

Grid Generation 

• Use GridPro™ to harness 
the power of 3-D CFD 

• Unleash the power of 
interactive grid manipulation 

• Dynamically modify 
geometry and grids 

• Stimulate creativity with 
real time action in color 

• Enhance your current grid generator 

• Propel your CFD analysis tools into the 21 st century 

GridPro™ is a product of Program Development Corporation and operates 
on the IBM RS 6000 and the Silicon Graphics IRIS workstations. 

For your general CFD needs. Program Development Corporation otters the leading software package. 
PFIOENICS. the proprietary code of Concentration Heat & Momentum Limited, London, England. 
PHOENICS models all fluid flow processes and operates on platforms from PCs to supercomputers. 
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Data acquisition hardware and software solutions for IBM PC/XT/AT PS/2 and Micro Channel computers and compatibles. 


N obody puts together your PC- 
based data acquisition systems 
like Keithley. And our new Data 
Acquisition Catalog and Reference 
Guide, with the broadest range of soft- 
ware, PC boards, boxes, and appli- 
cations support, is the only source 
you’ll need in 1993. 

You’ll find software solutions from 
our full-featured VIEWDAC® integrat- 
ed package for non-programmers, to 
our highly acclaimed ASYST® lan- 
guage. Keithley also offers the most 
comprehensive driver support in the 
industry and the most popular third- 
party software packages. 


You’ll find the complete line of 
Keithley MetraByte hardware ranging 
from plug-in boards to complete data 
acquisition instruments and systems. 
The DAS-1600 high-speed analog and 
digital I/O board, our patented Trigger 
Master" system trigger controller, and 
the DAS-58 1 Msps board with 1 
Megaword of on-board memory and 
optional simultaneous sample and hold 
are just a sample of the hundreds of 
products we offer. 

And to help you turn our products 
into data acquisition systems, we’ve 
included application information, 
guidelines for choosing the right solu- 


tion, technical tips, 
world-class support engineers. 

Call for your 
FREE Catalog. 

Make Keithley’s 
Data Acquisition 
Catalog and 
Reference Guide your 
first data acquisition i 
1993. Circle the reader 
response number or, for “real-time 
delivery”, call 

800 - 348 - 0033 . 

KerthleyD^.Vquisition. 440 Mvles Sawfish BM.. Taunton. MA 02780 Td 506-8803000, 
Fa 5068800179 MetraByte. ASYST and VIEWDAC are registered trademarks and 
Trigger Master t$ a trademark of Keithley Instnunrats, Inc. Other trademarks are the 
property of their respective companies. 
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In this computation, an arbitrary value ot 
A is used, and T (which is unknown) is 
varied to obtain a maximum SEU rate. 
The effective flux is then defined as this 
maximum SEU rate divided by A. 

• If a tabulation of effective flux vs. LET is 
available, an estimate of the upper bound 
on the SEU rate of a device characterized 
by A and L can be obtained by evaluating 
the effective flux at LET = L (h and mul- 
tiplying it by A. If such a tabulation is not 
available, then it can be obtained by use 
of a computer program called "EFFLUX," 
which is similar to NIFUR except that 
the user does not specify L th , A, or T 


and the program automatically assigns 
these values. 

• Different tabulations are needed for dif- 
ferent orientations of the device in the 
presence of anisotropic radiation. The up- 
per bounds on SEU rates can then be 
computed by use of numerical integra- 
tion to combine cross-section data with 
effective-flux data. 

This work was done by Larry D. Edmonds 
of Caltech for NASA’s Jet Propulsion 
Laboratory For further information, Cir- 
cle 41 on the TSP Request Card. 
NPO-18649 


Books and Reports 

These reports, studies handbooks are avail- 
able from NASA as Technical Support Pack- 
ages (TSP's) when a Request Card number 
iscited: otherwise they are available from the 
National Technical Information Service 

More About V-Grooved 
GaAs Solar Cells 

Performances of experimental 
V-grooved cells exceed 
those of planar cells. 

A NASA Technical Memorandum pre- 
sents some additional information about 
the experimental devices described in “V- 
Grooved GaAs Solar Cell" (LEW-14954), 
NASA Tech Briefs, Vol. 15, No. 2, 1991. The 
use of V-groove and other surface geom- 
etries has become increasingly important 
to increases in the efficiencies of solar 
cells and tolerance to increased amounts 
of radiation. The experimental V-groove 
cells exhibited improved optical coupling 
and greater short-circuit current than those 
of control-specimen planar GaAs cells. 

The devices and fabrication processes 
described in the Technical Memorandum 
are similar to those described in the noted 
Tech Brief, with one major difference: the 
thicknesses of the epitaxial base layers of 
the presently and previously reported de- 
vices before etching of the V-grooves were 
4 and 4.5 /xm, respectively. 

The Technical Memorandum includes a 
comparison of the V-groove cells with the 
planar cells that were fabricated simultan- 
eously as control specimens. Because of 
slight differences between the rates of 
growth and growth conditions on the (111) 
and (100) crystallographic surfaces, the 
structures of the two types of cells differ 
slightly in features other than the mere ab- 
sence or presence of the grooves. In addi- 
tion, the more complicated processing steps 
necessary to fabricate the V-grooves make 
the grooves more susceptible to imperfec- 
tions than are the surfaces of the planar 
cells. Sometimes microlithographic imper- 
fections cause the front metal contacts to 
form shunt paths that limit the open-circuit 
voltage. Optimization of the fabrication proc- 
ess has eliminated such imperfections. 

This work was done by S. G. Bailey, D. 
M. Wilt, G. A. Landis, and R. D. Thomas 
of Lewis Research Center and N. Fatemi 
of Sverdrup Technology, Inc. Further infor- 
mation may be found in: 

NASA TM-102104 [N89-26291], ‘GaAs So- 
lar Cells With V-Grooved Emitters," and 

NASA TM-101970 [N89-22177], ’ A V- 

Grooved GaAs Solar Cell." 

Copies may be purchased [prepayment 
required] from the National Technical In- 
formation Service, Springfield, Virginia 
22161, Telephone No. (703)487-4650. Rush 
orders may be placed for an extra fee by 
calling (800) 336-4700. LEW-15007 



Introducing 

new ScreenStar™ from Bitwise, 

the world’s first transportable with dual- 
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HERE'S A BIG IDEA THAT'S 
ONLY ONE MICRON THICK! 



Novamet HCA-1 Conductive Nickel Flake 


Novamet HCA-1 Conductive Nickel Flake is Novamet's biggest selling conductive pigment. 
And for a very good reason. It is so conductive. Usually 0.1 ohm surface resistivity in dried 
acrylic surface coatings. Want a big idea for your resin. ..try Novamet HCA-1 Conductive 
Nickel Flake. For a free sample and data sheet, write to Novamet today. 


NOVAMET 


Novamet Specialty Products Corporation 
10 Lawlins Park. Wyckoff, NJ 07481 
(201) 891-7976. Fax (201) 891-9467 




Electronic Systems 


Prototype Optical Correlator for Robotic Vision System 

The known and unknown images are fed in electronically at high speed. 


NASA’s Jet Propulsion Laboratory, Pasadena, California 


An optical correlator and associated 
electronic circuitry are being developed for 
use as the vision system of a robotic vehi- 
cle. The system is meant to recognize 
features of landscape by optical correla- 
tion between an input image of the scene 
(the unknown image) viewed by a video 
camera on the robot and a stored refer- 
ence image (the known image). The optical 
configuration of the system is that of the 
Vander Lugt correlator, in which the Fourier 
transform of the scene is formed in co- 
herent light and spatially modulated by a 
hologram of the reference image to obtain 
the correlation. 

The figure shows the major optical com- 
ponents and some of the electronic com- 
ponents of the prototype optical-correlator 
system. The unknown image is fed from 
the video camera through a video display 
and fiber-optic faceplate to liquid-crystal 
light valve 1, which is thereby made to act 
as a reflective spatial light modulator. This 
modulator is illuminated by collimated light 
from a helium/neon laser, and so the light 
reflected from it is essentially a collimated 
beam of coherent light spatially modulated 
by the unknown image. The reflected beam 


then passes through Fourier-transform 
lenses and beam-splitter cube 2 to liquid- 
crystal light valve 2. 

At the same time, a computer generates 
a binary version of the Fourier transform of 
the reference image and feeds it through 
a video display and fiber-optic faceplate to 
liquid-crystal light valve 2, which also acts 
as a spatial light modulator. Thus, the spa- 
tial pattern of the light reflected from liquid- 
crystal light valve 2 is a product of the 
Fourier transform of the unknown image 
and a binary phase-only filter that approxi- 
mates the Fourier transform of the known 
image. This reflected light is polarized and 
is reflected by beam splitter 2 into the cor- 
relation arm of the apparatus. The beam 
passes through the correlation lens, then 
through a binarizing polarizer (which in- 
creases the contrast between light and 
dark areas). The correlation image is then 
focused into a charge-coupled-device 
camera. 

A Vander Lugt correlator generates a 
correlation peak (a bright spot in the cor- 
relation image) at the location of the recog- 
nized object, but only if the size and orien- 
tation of the object in the input image are 


equivalent to those represented in the 
Fourier transform of the reference image. 
In this system, auxialiary electronics are 
used to derotate and demagnify the video 
image of the scene if the image as pro- 
duced by the video camera is rotated and 
magnified with respect to the input image. 

The use of binary phase-only filters en- 
ables the storage of reference-image data 
in relatively small electronic memories, 
because only a "0” or a “1” is stored for 
each picture element. The sizes of such 
memories can be reduced further be- 
cause the higher spatial frequencies have 
been found not to contain much informa- 
tion and, as a result, it suffices to use on- 
ly the central third of the filter frame. The 
combination of the small memory require- 
ment and the video rate of recall results 
in a correlator that can rapidly test the cor- 
relation of an unknown image with a large 
number of reference images. 

This work was done by Marija S. Scholl 
of Caltech for NASA’s Jet Propulsion 
Laboratory. For further information, Cir- 
cle 1 on the TSP Request Card. 
NPO-18451 



The Prototype Optical Correlator features rapid video input of unknown and known images, plus efficient storage of Fourier 


transforms of known images in binary form. 
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Bar-Chart-Monitor System for Wind Tunnels 

A real-time, vertical-bar display alerts operators to dangerous or otherwise significant conditions. 
Ames Research Center, Moffett Field, California 


A real-time monitor system that provides 
bar-chart displays of significant operating 
parameters has been developed for the 
National Full-Scale Aerodynamic Complex 
at Ames Research Center. The system is 
designed (1) to gather and process sen- 
sory data on the operating conditions of 
wind tunnels and models and (2) to display 
the data for test engineers and technicians 
concerned with safety and with validation 
of the operating conditions. The bar-chart 
video monitor displays data in as many as 
50 channels at a maximum update rate 
of 2 Hz in a format that facilitates quick 
interpretation (see Figure 1). 

The bar-chart monitor accepts both real- 
time analog inputs and real-time digitized 
inputs in the form of pulse-code modula- 
tion. In addition, it accepts recorded pulse- 
code-modulated digitized inputs (see Fig- 
ure 2). Signals from sensors in a model and 
wind tunnel are first conditioned; e.g., by 
amplification, filtering, and parallel-resistor 
calibration. The resulting conditioned an- 
alog signals are then distributed variously 
to monitoring instruments in a control room, 
to the bar-chart monitor, and/or to a kernel 
subsystem. The kernel subsystem digitizes 
the affected analog signals and processes 
them into pulse-code modulation for trans- 
mission to the bar-chart monitor or to the 
pulse-code-modulation recorder. 

The monitoring technician can easily 
program the bar-chart monitor from an in- 
teractive display/keyboard. The selections 
include which input channel(s) to display, 
offset, slope, algorithm, low and high alarm 
set points, and update rate. The algorithm 
mentioned in the preceding sentence is 
one that is selected to process the input 
in question for representation as an aver- 
age maximum, minimum, root-mean-square 
or half-peak-to-peak value; or as an x-y 
vector of the minimum, maximum, or half- 
peak-to-peak values of any two channels. 
Depending on the display-update rate, all 
the displayed values except the average 
and root-mean-square can be programmed 
to represent the last 0.5 or 2.0 seconds of 
data. The average and root-mean-square 
values represent the last 10 seconds of 
data. 

The bar-chart monitor system has proved 
valuable in "quick-look" monitoring of 
stresses in wind-tunnel test models of ad- 
vanced air and ground vehicles. The 
system has alerted test crews to poten- 
tial problems by providing indications of 
concentrations of stresses in blades, 
buildups of heat in motor transmissions, 
aerodynamic stresses in wind-tunnel 
vanes, and buckling of a column caused 



Figure 1. The Bar-Chart Display on a video monitor enables a technician to determine, 
almost at a glance, whether any of 50 operating parameters is outside its proper or 
safe range. 


Kernel Subsystem 


Pulse-Code- 




Recorder 


Bit 

Record! Play Back 


Synchronization 



32 Analog 
Signals 


Figure 2. The Bar-Chart-Monitor System includes equipment that processes and records 
sensory data and prepares them for display in the format of Figure 1. 


by generation of vortices by a model. 
This work was done by Oscar Jung of 

Ames Research Center For further in- 


formation, Circle 29 on the TSP Request 
Card. 

ARC-12867 
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FOR A TOUGH CASE 
GET HARDIGG' 



Rotational molding 

Corners and edges are 10 % to 
20% thicker than flat walls, 
providing strength where you 
need it most. One piece stress- 
free molded lid and base 


Low-profile cam-action 
wing-turn catches attached 
to molded-in metal 
Inserts. 

High strength, 
lightweight 
hardware. 

Replacement 
will not 
penetrate 
container 
shell. 


Molded-in 
tongue-in- 
groove 
gasketed 
parting line. 

Resilient 
polyethylene 
shell returns 
to original 
configuration 
after impact. 


Fully protected 
from damage. 

Positive anti- 
shear locks. 


Prevents lid separation 
from base on impact. 

Minimizes stress on hardware. 

Lightweight, MIL-SPEC off-the-shelf protection against 
shock, vibration, moisture, temperature extremes. 

HARDIGG m CASES 

A Division of Hmrdigg Industries. Inc. 

HARDIGG 

393 No. Main Street, PO. Box 201, South Deerfield, MA 01373 (413) 665-2163 FAX: (413) 665-8061 



For More Information Circle No. 478 


Optoelectronic Inner- 
Product Neural 
Associative Memory 

The memory space can be 
smaller than it is in an outer- 
product associative memory. 

NASA's Jet Propulsion Laboratory, 
Pasadena, California 

An experimental optoelectronic appara- 
tus acts as an artificial neural network that 
performs associative recall of binary im- 
ages. The recall process is an iterative one 
that involves the optical computation of in- 
ner products between a binary input vec- 
tor and one or more reference binary vec- 
tors in memory. The inner-product method 
requires far less memory space (and, there- 
fore, a smaller and less complicated ap- 
paratus) than does the matrix-vector 
method, which involves precomputation 
and storage of a matrix that is the sum of 
the outer products of the reference binary 
vectors. 

‘‘Binary vectors" and “images” are used 
here somewhat loosely and interchange- 
ably: Each picture element represents a 
component of a binary vector and, in prin- 
ciple, is either bright (binary level 1) or dark 
(binary level 0). Thus, a rectangular image 
composed of n xn black and white pic- 
ture elements represents an ^-dimen- 
sional binary vector. 

The following are the steps of the recall 
process: 

1. Compute the inner product between the 
input vector V and each of the reference 
vectors y . The result is a scalar a ( . 

2. Compute the sum, 2, of reference vec- 
tors weighted by the inner products: 

M 

z 

i=i 

where m = the number of reference 
vectors and preferably m<scn 2 ). 

3. Process Z by use of a threshold opera- 
tor, T e : V* = To (Z) 

4. Substitute V* for the input vector in step 
1, and repeat the whole process as many 
times as necessary to make V* converge 
to one of the reference vectors. 

An example of the apparatus is shown 
schematically in the figure. The input im- 
age is applied to a liquid-crystal television 
spatial light modulator, denoted as LCTV 
1 , which is illuminated by a collimated laser 
beam. The image is Fourier-transformed 
by lens 2 and spatially filtered by two pin- 
holes to pass the ± 1 orders of the images 
diffracted by the inherent grid patterns of 
LCTV 1. The passed ± 1 orders are reim- 
aged by lens 3 and multiplied by the ref- 
erence images stored in a transparency 


placed at multiplication plane 1. 

The multiplied images are focused on- 
to a fine-grain diffuser. The brightnesses 
of the light spots on the diffuser represent 


the inner products between the input im- 
age or vector and the reference images 
or vectors. The function of the diffuser is 
to create uniform distributions of light pro- 


P02 FTL SF FTL 



Note: 

M = Mirror 

FTL = Fourier-Transtorm Lens 
LCTV = Liquid-Crystal Television 
MP = Multiplication Plane 
PO = Polarizer 
BS = Beam Splitter 
SF = Spatial Filter 
CCD = Charge-Coupled Device 
CL = Collimating Lens 


[d 

wT^I 

Video 


Camera 


Input Object 


This Experimental Apparatus exemplifies the operating of an associative-recall procedure 
via optical computation of inner products between binary vectors, the components of 
which are represented by bright and dark areas in images. 
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ANY OTHER SCOPE 

IS LESS THAN 

COMPLET 

Only Nicolet has the complete answer for acquiring, 
manipulating, interpreting and reporting data with Pro 
System Digital Oscilloscopes. These high precision 
instruments - up to 14 bits - provide real data that’s 
not cosmetically enhanced. And built-in programming 
and software to give you complete solutions accurately 
and quickly. They also feature up to 1M memory per 
channel, reliable real-world triggering, differential 
amplifiers and 0.25% guaranteed accuracy. Is our story 
complete? Almost. Just call 
Nicolet for the rest of the 
facts. 1-800-356-8088. 


For More Information Circle No. 526 



Nicolet 

INSTRUMENTS OF DISCOVERY 

Nicolet Measurement Instruments 
Madison. Wisconsin, I SA 5371 1-4495 
608/271-3333. FAX 608/273-506 1 
In Canada call: 800/387-3385 


portional to the inner products. The uni- 
fprmly distributed light patterns are then 
used to weigh (illuminate) the same set of 
reference vectors (images) that are stored 
in a transparency at multiplication plane 2. 

The weighted vectors are imaged onto 
a charge-coupled-device video camera, 
denoted as CCD 1, from whence they are 
transmitted to and displayed on LCTV 2. 
To enhance the contrast of the images on 
LCTV 2, these images are Fourier-trans- 
formed and processed through a pinhole 
spatial filter. The images with enhanced 
contrast are then reflected by mirrors 1 
and 2 into superposition on the writing side 
of a liquid-crystal light valve (LCLV), which 
serves the dual function of an optical sum- 
ming and thresholding device. 

The thresholded, summed vector can 
be read from the output side of the LCLV 
and picked up through an analyzer by CCD 
2. The output can then be applied, as the 
modified input vector V* to LCTV 1. 

This work was done by Hua-Kuang Liu 
of Caltech for NASA’s Jet Propulsion 
Laboratory. For further information, Cir- 
cle 94 on the TSP Request Card. 

This invention is owned by NASA, and 
a patent application has been filed. In- 
quiries concerning nonexclusive or ex- 
clusive license for its commercial develop- 
ment should be addressed to the Patent 
Counsel, NASA Resident Office-JPL [see 
page 22], Refer to NPO-18491. 

Phase Detector 
for Rectangular 
Waveforms 

The circuit "coasts” in the 
absence of a reference signal. 
Lyndon B. Johnson Space 
Center, Houston, Texas 

A phase detector for use with phase- 
locked-loops, servocontrol, and other elec- 
tronic circuits has been designed to avoid 
the disadvantages of such other phase de- 
tectors as exclusive-OR and edge-locking 
detectors with memory. The new detector 
can be used with both intermittent and con- 
tinuous input signals. Its only major disad- 
vantage is that it would not be particularly 
useful where the signal-to-noise ratio is low. 

The phase detector includes two differ- 
entiators, a flip-flop circuit, two current 
sources (which would normally be equal), 
and a charge-accumulating capacitor (see 
figure). A reference signal turns current 
source 1 on, then off, when it goes high, 
then low, respectively. The reference signal 
is also fed through a differentiator to the set 
(S) input of the flip-flop; when the reference 
signal goes high, the Q output of the flip- 
flop turns on current source 2. 

NASA Tech Briefs, March 1993 



A feedback signal is fed through the 
other differentiator to the reset (R) input of 
the flip-flop; when the feedback signal goes 
high, the Q output of the flip-flop turns off 
current source 2. If the edges of the refer- 
ence and feedback waveforms are aligned 
and 180° out of phase with each other, then 
both current sources are turned off simul- 
taneously. If the current sources are equal 
in magnitude, then there is no net change 
in the charge on the capacitor, and its 
voltage remains constant. This is the con- 
dition when the phases of the two signals 
are in lock. 

If the two current sources are equal in 
magnitude but are not turned off simultan- 
eously, then depending on which one is 
turned off last, there is a net increase or 
decrease of charge on the capacitor, with 
consequent change in the voltage across 
it. This voltage is the phase-error (control) 
signal, which is fed to the voltage-con- 
trolled oscillator to move the phases back 
toward lock. 

This phase-detector circuit offers sever- 
al advantages: The reference signal can be 
continuous, a burst of a few pulses, or even 


a single pulse (one per measurement peri- 
od). The duty cycles of the reference and 
feedback signals are not particularly im- 
portant, although the duty cycle of the ref- 
erence signal controls the phase at lock. If 
the reference signal is interrupted, the cir- 
cuit “coasts" in the sense that the output 
phase-error signal does not change until 
the reference returns. This feature is par- 
ticularly useful if the reference is a burst of 
the National Television System Committee 
or phase-alteration-line (West German tel- 
evision system) type, wherein the bursts 
are turned off during the vertical-synchro- 
nization signal. 

The circuit generates no steady-state 
output waveform at lock, unlike exclusive- 
OR detectors. This makes filtering easier. 
The phase at lock can be adjusted by vary- 
ing the magnitude of one of the current 
sources or by changing the duty cycle of 
the reference signal. 

This work was done by Robert A Dischert 
and James M. Walter of David Sarnoff 
Research Center for Johnson Space 
Center No further documentation is avail- 
able. MSC-21547 



This Phase Detector operates with a continuous or intermittent reference signal and 
“coasts” when the reference signal is absent. 


Books and Reports 

These reports, studies, handbooks are avail- 
able from NASA as Technical Support Pack- 
ages (TSP's) when a Request Card number 
is cited; otherwise they are available from the 
National Technical Information Service. 

Performance of the Split- 
Symbol Moments Estimator 

The SSME performs 
poorly with fewer than 
6 samples per symbol. 

A report presents an analysis of the per- 
formance of the Split-Symbol Moments 
Estimator (SSME) algorithm. The SSME is 
designed to estimate the symbol signal-to- 
noise ratio of a radio signal that is mod- 
ulated by binary data pulses of period T 
and received in the presence of additive 
white Gaussian noise. The incoming signal 
and noise are first filtered, then sampled 
N s = T/T s times per symbol period. The 
samples are summed by two accumula- 


tors that operate on alternate half symbol 
periods. The products of the outputs of the 
accumulators are averaged to obtain an 
estimate of the signal power. The sums of 
both accumulators (in effect, integrals over 
the full symbol period) are obtained, then 
squared, then averaged, yielding estimates 
of the total (signal plus noise) power. These 
estimates are then processed into esti- 
mates of the symbol signal-to-noise ratio. 

If the data rate is sufficiently high (or, 
equivalently, if the sampling period T s is a 
sufficiently large fraction of T, the sampling 
rate t/T s is sufficiently low, or the frequen- 
cy width of the reception channel is limit- 
ed), then the estimate produced by the 
SSME is expected to diverge from the true 
value. This study focuses on the perform- 
ance of the SSME in a case in which the 
frequency width is limited by a digital filter 
and inter-symbol interference is thereby 
generated. Closed-form equations that 
characterize the relationship between the 
estimated and true symbol signal-to-noise 
ratios are derived. These equations can be 


The Link 
Between 
Computer 
Graphics 
and 
Video 



RGB/Videolink® 
1500 Series 


Converts High Resolution 
Displays to Video Format for 
Recording, Transmission, 

Projection and Teleconferencing 

Includes Features Previously 
Available Only on the Most 

Expensive Video Scan Converters 

• Adjustment free auto-locking 
fo all workstations and 
personal computers 
(Models 1500A and 1500AX) 

• Flicker-free, broadcast 
quality NTSC RS-170A or 
PAL composite video, 

S-Video and RGB outputs 

• Optional RGB 31.5 kHz for 
video projection 

• Optional graphics/video 
overlay capability 

• Full 24-bit color processing; 
over 16 million colors 

• Models from $9,495 

• Made in the USA 



SPECTRUM' 

950 Marina Village Parkway 
Alameda , CA 9450 1 ~ 
Tel: (510) 814-7000 
Fax: (510) 814-7026 


For More Information Circle No. 479 
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used to predict the expected values and 
variances of the estimates for any combi- 
nation of data rate, frequency width of the 
channel, and symbol signal-to-noise ratio. 

These equations are validated by apply- 
ing them to specific examples and com- 
paring their predictions with numerical re- 
sults of digital simulations. It is shown that 
the SSME performs well when N s > 6, but 
poorly with A/ s <6 because of a high cor- 
relation among noise samples of the same 
symbol. 

This work was done by Biren N. Shah 
and Sami M. Hinedi of Caltech for NASA’s 
Jet Propulsion Laboratory To obtain a 


copy of the report, "Performance of the 
Split-Symbol Moments Estimator in the 
Presence of Inter-Symbol Interference, " 
Circle 103 on the TSP Request Card. 
NPO-18570 

Calibration of NASA/ 

JPL DC-8 SAR Data 

Recent improvements in 
experimental conditions 
and processing of data 
are described. 

A report describes recent improvements 


in the calibration of data gathered by a 
polarimetric synthetic-aperture-radar (SAR) 
system operated by NASA's Jet Propulsion 
Laboratory. The radar equipment, mounted 
in a DC-8 airplane, operates in a three- 
frequency, quad-polarization mode in the 
L, C, and P bands with 20-MHz bandwidth 
and 10-/ts pulse duration. 

The first improvement was relocation of 
the calibration site from Goldstone to 
Rosamond dry lakebed near Edwards Air 
Force Base in California. An array of 15 
trihedral corner reflectors (which are used 
for calibration) spans the dry lakebed, 
which is about 8 km square and encom- 
passes the entire radar swath. The new 
calibration site is better because it is larger, 
has a very low radar cross section at all 
three frequencies, and is situated in a flat 
region. 

The second improvement was the JPL 
POLCAL software, which provides full po- 
larimetric and radiometric correction of the 
standard data products of the radar sys- 
tem. [These products are supplied in Stokes- 
matrix (compressed) format.] The POLCAL 
software processes calibration data from 
radar sightings of a few bright (in the radar 
sense) trihedral corner reflectors. 

The third improvement is the ANTENCAL 
software, which provides a further correc- 
tion for a potential height error in the radi- 
ometric correction. An error in the estimate 
of the mean height of the airplane (as meas- 
ured by its altimeter) can lead to an error 
in the estimated radar boresight angle, 
which is a principal parameter in the radi- 
ometric correction because it is needed 
to remove the dependence of the final nu- 
merical result on both the sine of the angle 
of incidence and the angular pattern of the 
beams transmitted and received by the ra- 
dar antenna. An error of this type can occur, 
for example, when the airplane flies over 
a mountain range while imaging the valley 
below. Of course, this problem does not 
arise during flight over largely flat areas. If the 
true mean height of the airplane can be 
determined for a particular scene, ANTEN- 
CAL enables the user to reapply the appro- 
priate radiometric correction to the data. 

The last section of the report presents 
an analysis of calibration performance over 
a number of sites during the years 1989 and 
1990. It concludes, from this analysis, that 
the system is sufficiently stable to enable 
calibration of the standard data products 
without having to place trihedral corner 
reflectors or other calibration devices in the 
scene to be scanned. 

This work was done by Anthony 
Freeman, Yuhsyen Shen, Jakob J. van Zyl, 
and Jeffrey D. Klein of Caltech for NASA’s 
Jet Propulsion Laboratory. To obtain a 
copy of the report, " Calibration of NASA / 
JPL DC-8 SAR Data," Circle 10 on the TSP 
Request Card. 

NPO-18566 


Dynamic Signal Analysis 

with SRS FFT Spectrum Analyzers 


The new 5R770 FFT Analyzer 


has the outstanding performance and value you’ve come to expect from 
SRS Spectrum Analyzers - 90 dB dynamic range, 100 kHz real-time 
bandwidth - plus a versatile 


synthesized source 
that generates clean 


sinewaves, two-tone 
signals, white and 
pink noise, and chirps. 


The low distortion 
(-80 dBc) source is 
internally synchronized 
to generate frequency 
response measurements 
accurate to 0.05 dB. Both the 
SR760 and the SR770 quickly 
nd, sideh 
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perform harmonic, band, sideband and 1/3 octave analysis, as well as 
data tables and GO/NO GO testing. 


476 pHz to 100 kHz frequency range 
90 dB dynamic range 
Low distortion source (SR770) - sine, 
two-tone, chirp, white and pink noise 
GPIB, RS-232, printer port, disk drive 


SR770 $6500 

SR760 $4750 


(U.S. list) 
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Frequeiuy response - Using the SR770’s 
low distortion synthesized source. Bode 
plots of amplitude, phase and group delay 
are quickly generated. 


Data analysis - Easy to use analysis func- 
tions include 1/3 octave, band, sideband 
and THD. Math functions and a responsive 
marker provide power and flexibility. 



STANFORD RESEARCH SYSTEMS 

1 290 D Reamwood Avenue • Sunnyvale, CA 94089 
TEL (408)744-9040 • FAX 4087449049 
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fVJASATech Briefs 


presents 


)esign Engineering Product Showcase 


New Products and 
Serv ices for 

lSA Tech Briefs' readers 


All-in-One Handheld Meters for High 
Precision Calibration of Thermocouple, 
RTD, Thermistor and Ohm Signals 



The new OMEGA CL20 Series high precision handheld 
calibration /thermometers operate accurately in the field 
or lab, while offering many functions that translate into 
cost-effective, increased productivity and long-lasting re- 
liability and versatility. Various models are available for 
thermocouple, thermocouple and RTD or thermistor ap- 
plications. Two units also feature a ramp output between 
two user entered limits. 


OMEGA Engineering, Inc. 

One Omega Drive, P.O. Box 4047, Stamford, CT 06907 
Tel: 203-359-1660 

For More Information Circle No. 300 


New Intrinsic Safety Barriers 
and Solid State Relays for 
Hazardous Environments 


P5I 


switches. 

OMEGA Engineering, Inc. 

One Omega Drive, P.O. Box 4047, Stamford, CT 06907 
Tel: 203-359-1660 

For More Information Circle No. 303 


New High-Precision DAS-TEMP Board 
Communicates Multiple Functions 
Directly to Sensors 



OMEGA'S new DAS-TEMP board offers high-precision 
measurement of 32 temperature inputs in one low-cost 
board. It will directly read the industry standard AD592 
current source sensors with a resolution of 0.1 °C. Capable 
of measuring accurately up to 200 samples a second, the 
board can be used for precise temperature measurement 
within the range of -25° to 10°C. 

OMEGA Engineering, Inc. 

One Omega Drive, P.O. Box 4047, Stamford, CT 06907 
Tel: 203-359-1660 

For More Information Circle No. 306 


OMEGA Engineering is pleased to announce a new line of 
FM, UL, and CSA approved intrinsic safety barriers. The 
new SBG Series barriers include single and dual channel 
zene. barriers and solid state relays. They are designed to 
provide protection from fire or explosion when connected 
to approved field devices, such as flow, level, and pressure 


OMEGAsmart™ 
Temperature Transmitters 

The TX62 and TX64 OMEGAsmart 
temperature transmitters combine 
the best features of conventional 
analog transmitters with the ad- 
vances of digital technology. These 
TX60 Series transmitters provide 
unmatched accuracy in their class, 
with NIST traceable calibration 
guaranteed for two years and lin- 
earized and scalable 4-20 mA out- 
put. RS-232 communication capa- 
bilities are available on the TX62. 



OMEGA Engineering, Inc. 

One Omega Drive, P.O. Box 4047, Stamford, CT 06907 
Tel: 203-359-1660 

For More Information Circle No. 301 



User-Friendly DVT-208 Serial Interface 
Is a New, Low-Cost and Compact 
System for IBM and Compatible PCs 



For more information, 
circle the corresponding 
number on the Reader Actio 
Request Form (page 99) 


New Proportional, Progressive 
Microprocessor-Based Sequencer 
from OMEGALUX 

The new OMEGALUX SEQ1 
Series microprocessor-based 
sequencer provides pilot duty 
temperature control for multi- 
stage electric heating and cool- 
ing equipment. This propor- 
tional, progressive sequencer 
with 4 to 20 mA input can pro- 
vide up to 20 stages of control 
and has a high ambient rating. 

OMEGA 

Engineering, Inc. 

One Omega Drive, P.O. Box 4047, Stamford, CT 06907 
Tel: 203-359-1660 

For More Information Circle No. 304 


OMEGA's new leading-edge serial interface for IBM and 
compatible PCs is the DVT-208. This compact, RS-232 
based data acquisition system easily plugs into the 
computer's serial port for quick-and-easy set-up. The 
DVT-208 supports data collection from eight signals in the 
± 5V range, with 12-bit resolution. 

OMEGA Engineering, Inc. 

One Omega Drive, P.O. Box 4047, Stamford, CT 06907 
Tel: 203-359-1660 

For More Information Circle No. 307 


New Feature Packed, 
Portable Hybrid Recorder 



OMEGA's new RD3750 Series features high speed scan- 
ning; ten-color tend recording; datalogging; thermocouple, 
RTD and voltage inputs; easy-to-carry, lightweight design 
and an optional memory card for convenient data storage. 
This versatile recorder is simple to operate and capable of 
high-speed scanning of 20 points/2 sec and high-speed 
recording of 50 points/2 sec (up to 30 computed points). 

OMEGA Engineering, Inc. 

One Omega Drive, P.O. Box 4047, Stamford, CT 06907 
Tel: 203-359-1660 

For More Information Circle No. 302 


New! Multi-Loop PID Temperature/ 
Process Controller - Takes The Place 
of 10 Controllers 

The CN3390 series multi-loop PID 
Tempera lure /Process controller 
features 10 PID control loops with 
auto-tuning, universal sensor in- 
puts and plug-in output modules. 

Its optical isolation of inputs, out- 
puts and digital communications 
eliminate ground loops, making it 
tolerant of noisy industrial envi- 
ronments. 


OMEGA 



Engineering, Inc. 

One Omega Drive, P.O. Box 4047, Stamford, CT 06907 
Tel: 203-359-1660 

For More Information Circle No. 305 



OMEGA’S New 1993 
Data Acquisition & 
Control Buyers’ 
Guide™ 

I OMEGA Engineering announces 
I. the availability of the 1993 Data 
1 Acquisition & Control Buyers' 
I Guide™. This new catalog features 
| hundredsof productsforcomputer- 
I based data acquisition and control. 
■ The 1993 Data Acquisition k Con- 
1 trol Buyers' Guide™ includes a va- 
riety of plug-in boards, software, 
counters, timers, converters, PC instrumentation, communi- 
cations equipment, motion controllers, signal conditioners 


and much more. 


OMEGA Engineering, Inc. 

One Omega Drive, P.O. Box 4047, Stamford, CT 06907 
Tel: 203-359-1660 

For More Information Circle No. 308 
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DESIGN ENGINEERING PRODUCT SHOWCASE 


NO MATTER - How You Stack 'em 



MERCRON’S Lamp Controllers will put 
your Data Acquisition System on top. 

•24-Volt DC Controllers ""The OMNIBUS" -up to 

• 8 Fluorescent Series: 400- 800 W for Tungsten/ 

3500 mA Output range Metal Halide/Sodium 

* Hi-Ratio Units lamps as well. 


(214) 690-6565, Fax: (214) 690-1150. 
utiitLnaitL N. Giove Raul. Bldg. 777. Door 1 19, 

Richardson. TX 75061-2760 

For More Information Circle No. 433 



+ 0 Light RIPPLE 

+ .25% Real-Time LIGHT FEEDBACK 
+ 1/4% Precision REGULATION 
+ 3%-100% VARIABILITY Range 

For more pluses L 1 i-[ K (i(_ l ( i 
on Lamp Controllers ^ 

from- (214) 690-6565, Fax: 690-1150. 

For More Information Circle No. 434 


COATING 
ADHESION 
TESTER 

PATTI measures adhe- 
sion tensile strength 
using compressed air 
to apply a continuous 
load to a 1/2" OD pull- 
stub bonded to the test 
coating. The maximum 
pressure is measured 
and converted to psi. 
Substrates may be flex- 
ible or rigid, flat or 
curved. Six piston 
ranges to choose from, up to 10,000 psi. Satisfies ASTM 
D4541 requirements. 


SEMicro Corporation 

For More Information Circle No. 320 



FREE CATALOG ! 

LINEAR MOTION 
COMPONENTS 


All products ship within 24 hours. 

• Ball Slides 

• Crossed Roller Slides 

• Positioning Slides 

• Recirculating Bearings 

• Shafts & Supports. 

Call TOLL FREE: 

1-800/447-2042 
In CT.203/790-46 1 1 
or FAX-.203/748-S 147 

TUSK DIRECT, INC 

Clarke Industrial Park, PO Box 326, Bethel, CT 06801 



For More Information Circle No. 319 
See Us at NDES Booth No. 252 


THE SMALL MOTOR, 
GEARMOTOR AND 
CONTROL HANDBOOK 

includes information on 
basic electrical and me- 
chanical theory, safety, 
motor types, dynamic 
braking, feedback de- 
vices and much more. To 
order your copy, send a 
check or money order for 
$10 ($11 outside USA) to: 


Bodine Electric Company 

2500 W. Bradley Place, Chicago, IL 60618 
Attn:Marketing Communications 

For More Information Circle No. 438 
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DISPLAY 

LITERATURE 

This 24 page catalog contains 
technical information, illus- 
trations, specifications, and 
functional descriptions for 
indoor and outdoor displays 
as well as custom design ser- 
vices. LXD displays are 
manufactured in the USA to 
the highest standards of qual- 
ity and reliability. 


LXD INC. 

Cleveland, OH, 216-786-8710 

For More Information Circle No. 439 


NEW POLYURE- 
THANE FILM & 

I SHEET DESIGN 
| GUIDE AVAILABLE 
FROM JPS 
ELASTOMERICS 

A new 8-page, full-color design 
I guide charts the properties of 
I Stevens polyurethane film and 
I sheet and compares them with 
I other typical flexible materials, 
describes several high-perfor- 
mance applications, and illustrates the technical assistance 
available from JPS Elastomerics. 

JPS Elastomerics Corp. 

Urethane Products Division, 395 Pleasant Street, 
Northampton, MA 01060. Tel:(41 3)586-8750. 
FAX:(41 3)584-6348. Telex:402967 JPS UD. 

For More Information Circle No. 440 




GEMINI INC. 

Gemini Inc. manufactures both cus- 
tomized and standard cases for elec- 
tronics and instrumentation. There 
are hundreds of case sizes and many 
styles to fit your application. Gemini 
offers transit cases, rotationally 
molded cases, rack and shock 
mounted cases, and reusable ship- 
ping containers. There are many 
options to customize the case to fit 
your needs such as doors /dividers, 
die cut foam, flanges, logos and 
many others. 


EASY, ECONOMICAL, DIGITAL 
WAVEFORM GENERATION 



Gemini Inc. 


For More Information Circle No. 441 


Adtron's PC -based Data Generation System facilitates 
testing, development and evaluation of digital compo- 
nents and systems, performing the work of numerous 
specialized instruments. DGS offers the capabilities of 
pattern, word and pulse generators while employing 
the cost-effectiveness and convenience of IBM per- 
sonal computers. 

Adtron 

For More Information Circle No. 442 


SHAFT HUB 
LOCKING DEVICES 

32 page catalog details our line of 
keyless, frictional locking devices 
for securing any rotating compo- 
nent to shafts from 1 /4"-40”. Cata- 
log contains technical data & di- 
mensions, selection guides and 
application information. West- 
wood, NJ office: Tel:(800)245- 
2580, Fax:(201)664-6053. Los An- 
geles office: Tel:(71 4)581 -3644, 
Fax:(714)581-5956. 


Ring Feder Corp. 

For More Information Circle No. 443 




- FUZZY LOGIC 
TOOLS— 
HYPERLOGIC’S 
CUBICALC 

Apply fuzzy logic interactively 
with CubiCalc's built-in simula- 
tion language, plots, file I/O, and 
other features. Or use CubiCard's 
integrated data acquisition board 
and drive external hardware di- 
rectly. No programming or prior 
knowledge of fuzzy logic is 
needed. 


HyperLogic Corporation 

1855 E. Valley Pkwy., Suite 210, Escondido, CA 92027. 
Tel: (61 9)746-2765. 

For More Information Circle No. 445 



0° to 3600° Temperature 
Measurements Using Noncontact, 
Infrared Fiberoptic or 
Line-of-Sight Technology 

VANZETTI SYSTEMS, INC. 

TEL (617) 828-4650 
FAX (617) 341-2084 

For More Information Circle No. 448 
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BELT DRIVE 
TABLES 

Daedal's 500000PD bell 
drive rail tables designed 
for high-speed, repeatable 
positioning. A low-cost so- 
lution to motion problems 
previously solved with 
pneumatic cylinders. 
Tables priced approx. 40% 
less than comparable 
screw-driven tables. Belt 
drive rail tables capable of 
speeds to 120 in./sec., re- 
peatable positioning to 
±0.0005 in., straight-line ac- 
curacy of 0.0015 in./in. & load capacity of 200 lb. Travel 
lengths span 4 to 36 in. 

Daedal Division, Parker Hannifin Corporation 

Phone:(800)245-6903 

Fax:(412)744-7626 

For More Information Circle No. 321 



FIBER 

INSULATED 

HEATERS 

Manufacturers of fiber insu- 
lated heaters to 120°C(219°F) 
in standard flat heater pan- 
els, full and half round, cyl- 
inders and also custom 
shapes and sizes. Complete 
range of accessories are 
available. Address: 110 
North Main St., Rorida, NY 
10921-0458. 


RTD’S 

The ThermaCal Model 18 
is the first temperature sen- 
sor calibrator that has both 
a COOL Source and a 
HEAT Source in one pack- 
age. This is a significant 
advantage because tem- 
perature sensors are most 
often treated at 0°C (32°F) 
and at an elevated tem- 
perature. Range: -25°C 
(-13°F) to 650°C (1202°F). 


ThermaCal Inc. 

5495 Parkside Trail, P.O. Box 391095, Cleveland, OH 44139 
216-498-1005, FAX:2 16-349-2040 


For More Information Circle No. 324 



Zircar Products, Inc. 


For More Information Circle No. 322 


OR2300A THERMAL ARRAY 
RECORDER 


4 Channel 
Digital 
Oscilloscope 

100 MHz Bandwidth 
1 00 MS/s Sample Rate 
1 28 K Memory 
Built-in Thermal Printer 


YOKOGAWA CORP OF AMERICA 

Call Toll Free 1-800-258-2552 
For More Information Circle No. 323 



Video Data Insertion 



• 500 mm/s chart speeds 
•100 kHz Sampling on 8/16 channels 
•5" EL Display for easy setup 
•Highest quality printing available 
•IRIG time code input. 

YOKOGAWA Corporation of America 

Call 800-258-2552 

For More Information Circle No. 325 



Make your video camera and VCR a data acquisition /re- 
trieval system. Inputs for voltages, pulse-widths, events, IRIG- 
B time, RS 232, NMEA 0183, GPS, synchros, and resolvers. 
Automatic retrieval of data and crosshair position from play- 
back video. 

Videodata (804)529-5950 

For More Information Circle No. 326 


A/D CONVERTERS 
AND VOLTAGE RE FEREN CES 

The new 152 page catalog 
from Thaler Corporation 

features the industry's most 
accurate Analog to Digital 
Converters and Voltage 
References. New products 
include a 24 Bit A/D Con- 1 
verter (ADC 150) and her- 
metic surface mount preci- 
sion references (VRE200 | 

Series). 

THALER 

CORPORATION 

10940 N. Stallard Place, Tucson, AZ 85737 
Tel: (600)827-6006 Fax:(602)742-9826 

For More Information Circle No. 327 



WE RE THE FIRST... 
WE RE THE BEST 
AND WE HAVE 
THE 



S TO PROVE IT! 


TMffK a A DtmRtNCt' 


m the EVERGREEN TRACKBALLS tor • Mechanc*! Oe*gn 


in every wey to el the reel 

AS ixvtt ere industrial quexty and lecture Diamond Held Snefrt • Be* Bee/mgs 
• Ft* Optcal Encoder* • Velocity Senemg Dynemc Reeoiuuon 

Wiethe* you ere in CAOfCAM. CAE. PUBLISHING DRAFTING or BUSINESS GRAPHICS 
Aevcattfy you wi« seieci a tracttal to reptace the mouee and you «• went VALUE lor your 
money The EVERGREEN TRACKBALL product* have 4 

• PERFORMANCE • ACCURACY • RELIABILITY • SURVIV ABILITY 
Al EVERGREEN TRACKBALLS Nippon Sun. Dec MP/Apofc. S*con Graph** PS/2 
Rsraooo and PC-AT mod at* WITHOUT REQUIRING A SEPARATE DRIVER 


Tel IKNttW 


For More Information Circle No. 328 




Engineered 570 w. Gore Rd. 
Coatings Morris, IL 60450 

For 1-800-248-4221 

Mill Spec. - D.O.D. Approved 

Industries 

For More Information Circle No. 329 


IPRESSURE, LOAD, 

[acceleration & 
SLVDTS 

JsENSOTEC'S 180-page handbook 
contains complete technical data and 
order information on more than 100 
models of transducers, including 
transducers for clean-in-place ap- 
plications and FM/CENELEC-Ap- 
proved models. SENSOTEC pro- 
vides complete instrumentation and amplifiers for their full 
line of pressure transducers, load cells, accelerometers, and 
LVDTs. Receive prompt delivery from SENSOTECs ex- 
panded off-the-shelf stocking program, or you may custom 
design a product to meet your individual application re- 
quirements. 

SENSOTEC, INC. 

1-800-848-6564, FAX (614)4864)506 

For More Information Circle No. 330 



RUBBER 
PROTOTYPE 
PARTS 

Eight-page catalog de- 
I scribes design, prototyping 
and manufacturing capa- 
bilities of Syntex Rubber 
| Corp., a manufacturer of 
custom and standard rub- 
ber products and die-cut 
gaskets for OEM applica- 
tions. Sample parts to cus- 
3 tomer specifications in three 
days. One-hundred to 1 -billion unit production runs are 
easily handled. Standard parts can be shipped in 24 hours. 

SYNTEX RUBBER CORPORATION 

938 Crescent Avenue, Bridgeport, CT 06607 
Tel:203/367-8489 Fax:203/367-6403. 

For More Information Circle No. 331 
See Us At NDES Booth No. 631 


SIMIJLINK 



DYNAMIC SYSTEM 
SIMULATION 
SOFTWARE 

An interactive system for ana- 
lyzing, modeling, and simulat- 
ing dynamic nonlinear systems. 
SIMULINK's graphical, mouse- 
driven interface and comprehen- 
sive block-d iagram library makes 
the modeling of systems a fast 
and intuitive process. Systems 
can be described graphically in 
block-diagram form or math- 
ematically by differential and difference equations, eliminat- 
ing the need to program in traditional simulation languages. 
Customized and new blocks can be easily added to the library 
enabling users to create blocks for specialized needs and 
protect existing investments in C and Fortran models. 

SIMULINK™ 

For More Information Circle No. 332 
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RUSTRAK DATA 
LOGGERS & 
RECORDERS 

Record current, voltage, 
temp, rh, pressure, events, 
etc. Microprocessor-based 
data loggers up to 8 channels 
(w/4 add'l math channels) 
record from 1 sec. to 999 days 
and download to PC for 
analysis. Up to 256K of 
memory. 5 storage modes. 
Battery backed-up memory. 
Software provided free. Also 
Rustrak strip chart recorders and circular chart recorders 
with self-printing grids. 

Rustrak Instruments 

Route 2 and Middle Road, East Greenwich, RI 02818 
orcaU 800-332-3202. 

For More Information Circle No. 333 


FIBER OPT/C SENSORS 


SUNX introduces the latest development in fiber optic 
sensing, the FX5 series amplifier. The SUNX FX5 is the first 
photoelectric beam sensor available with push button 
programming. The sensitivity is done with 2 pushbuttons, 
thereby eliminating the set-up problems associated with 
single or multi-turn potentiometers. Will store four differ- 
ent sensitivities in memory to be called up when needed by 
external inputs. Yellow 
mark vs white background 
color sensing possible. Re- 
quires 12 to 24 v dc and pro- 
vides lOOma NPN open col- 
lector output (PNP avail- 
able). Uses any of the 280+ 
fiber optic cables offered by 
SUNX 

SUNX Sensor/Ramco Electric Co. 

1207 Maple Street, West Des Moines, Iowa 50265, 
(515)225-6933 FAX:(5 15)225-0063 


For More Information Circle No. 334 
See Us At NDES Booth No. 2153 


MULTI-CHANNEL PRESSURE 
MEASUREMENT 


The System 9000's Intelligent Pressure Scanners integrate 
PSI's performance-proven electronic pressure scanners 
with microprocessors to provide digital compensation of 
sensor characteristics for high-accuracy data acquisition. 
Pressure, frequency, analog signal and digital input mod- 
ules can be networked using industry-standard protocols. 

Pressure Systems 

34 Research Drive, Hampton, VA 23666 
804/865-1243, Fax:804/766-2644. 

For More Information Circle No. 335 


TEMPERATURE RECORDER 


The tour channel XR230 Pocket Logger stores 
25,800 readings and runs for three years on internal 
battery. Accurate to ±0.2°C. Create detailed charts 
with easy-to-use software. S499 with software. 

Pace Scientific 

Charlotte, NC 

TEL (704)568-3691 FAX (704)568-0278 

For More Information Circle No. 336 


INTERMITTENT 

MOTION 

BASIC, COMPOUND, AL- 
TERNATING, WALKING- 
BEAM, P1CK-N-PLACE 
-plus- Systems & Dial 
Tables. Exceptional size, 
motion, and packaging op- 
tions. Unique kinematic 
features, plus application 
& engineering data. A 33- 
page indexing guide from: 


WORLDS ntsi 
SYSTEM FRIENDLY 
CONDITIONERS,-) - 


PMCtaoH nxrtR&mc 


INTEGRATED 

SIGNAL 

CONDITIONING 

SYSTEM 

The Precision 6000 system 
integrates programmable 
filters, amplifiers, and fre- 
quency-band translators in 
a single mainframe. Fea- 
tures include: up to 128 fil- 
ters in a mainframe, cutoff 
frequencies to 2 MHz, fil- 
ters as sharp as 130dB/ oc- 
tave, 0.5° phase match and 
self-test capability. 


Cyclo-Index/Div. of L & P 

Tel.(41 7)358-6136, FAX(41 7)358-8629 

For More Information Circle No. 337 


Precision Filters, Inc. 


For More Information Circle No. 338 


IMPROVE RELIABILITY OF YOUR 
ELECTRONIC DESIGN/EQUIPMENT 


MEDICALLY SPEAKING 

The MOUSE CAN aid C 


Prevent this with our Contract R&D, Consulting. Software 
Development and Stress Screen Testing Services. 

FOR ALL YOUR ELECTRONICS PACKAGING 
AND CONCURRENT ENGINEERING NEEDS. 

CETAR, A North American Philips Company 
FAX(301 >698-0624 

For More Information Circle No. 339 


R.S.I.' 

C.T.S. 




For More Information Circle Action No. 313 


FastCAD- 
POWERPACKED 
WORKHORSE 
FOR CAD 

FastCAD works for you! 
Save time and money with 
FastCAD's blazing speed 
and dynamic user interface. 
If you are serious about gen- 
erating fast, detailed CAD 
drawings, call 1-800-874- 
4028 for a free hands-on 
demo disk. 


Evolution Computing 


For More Information Circle No. 341 




FEMAP for Windows 


Finite Element Modeling and Postprocessing. Create 3-D 
geometry in FEMAP or import through DXF and IGES. 
Automatic Mesh using geometry. Read, write, or convert 
MSC/NASTRAN, ALGOR, PAL, ANSYS, COSMOS, 
PATRAN and STARDYNE, and more. Color contour, de- 
formed, and animated post processing. 

Enterprise Software Products, Inc. 

P.O. Box 264, HarleysviUe. PA 19438 
Phone: (215)256-1829, FAX: (215)256-6913 

For More Information Circle No. 342 


SILICON VIDEO*MUX™ 
FLEXIBLE IMAGING 
BOARD FOR THE PC/AT 

SILICON VIDEO MUX isa flexible 
imaging board for PC/AT com- 
patible computers. It allows cap- 
ture of images from almost any 
video source at up to 4 OMHz 
pixel clock rates into 4MB or 1MB 
of image memory. It can be pro- 
grammed to digitize up to 8000 
pixels per line and up to 1020 lines 
per field. A 6 input video multi- 
plexer allows capture from mul- 
tiple video sources such as medi- 
cal displays or high resolution cameras. Comprehensive 
image processing software. 

EPIX Inc. 

Phone;(708>498-4002; (708)498-4321 FAX 

For More Information Circle No. 343 


ENGINEERED 
INSERTS & 
SYSTEMS INC. 

Specializing in the 
design of special 
inserts for all 
applications and 
thermal equipment 
for installation and/or 
heat staking. 


Contact for a brochure 

Engineered Inserts & Systems Inc. 

25 Callender Road, Watertown, CT 06795. 
(203)274-3628, FAX(203)274-7939. 

For More Information Circle No. 344 
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3 ini: DIGITAL 
TO ANALOG 
POSITION 
CONTROL 

The Series 6500 is a self con- 
tained, high performance 
motorpot driver system with 
better than 0.5% accuracy. 
The system requires no ad- 
ditional circuitry and feed- 
back is built into the board. 
Features: LEDequipped and 
regulated power supply. 
Choose from current, volt- 
age, or 8 bit digital input. 
Custom designs available. 

ETI Systems, Inc. 

<619)929-0749 FAX:<619)929-0748 

For More Information Circle No. 345 



DESIGN & 
CIRCUIT BOARD 
MANUFACTURE 

Douglas CAD/CAM Profes- 
sional System for circuit board 
design on the Macintosh com- 
puter includes schematic cap- 
ture, digital simulation, parts 
placement, manual and 
autorouting. Designs can be 
printed, plotted, or translated 
to Gerber or Excellon files. 
Manufacturing and photo- 
plotting also a vailable d irectly . 


Douglas Electronics, Inc. 

Phone: (510) 483-8770 

For More Information Circle No. 346 
See us At NDES Booth #3736 



BA-MELSEN-f) 



PENS FOR 
RECORDERS 
AND PLOTTERS 

Dia- Nielsen manufactures 
the world's largest variety 
of pens for graphic plotters 
and industrial recorders. 
Quality pens are available 
to fit nearly all major makes 
and models. A FREE cata- 
log is available by calling 
609-829-9381 or stopping by 
our booth at the National 
Design Engineering Show. 


Dia-Nielsen USA, Inc. 


For More Information Circle No. 347 


COMPUTER IMAGE RECORDER 



NEW 4 AMP MINIATURE 
SWITCHLOCK 


Hiqh Performance Data 
A couisiTioN ANd ControI 



The Datagraf Computer Image Recorder is an analog film 
recorder that addresses the requirements of anyone that 
needs a photographic record of a computer generated image. 
Four camera back options, ranging from 35 mm to 8X10 inch 
are available. Call (800)538-9231 for information. 


Datagraf, Inc. 

For More Information Circle No. 348 


C&K's new low profile YF Series switchlock fits 1 2mm panel 
openings and features a 4 tumbler lock mechanism with 
positive detent. Available options indude45° and 90° index- 
ing, multiple switching positions and single pole and two 
pole models. 

C&K Components, Inc. 

617-964-6400 

For More Information Circle No. 349 
See Us At NDES Booth No. #3837, 3839 


1 MHz A/D Simulta- 
neous S/H, Low Pass 
Anti-Aliasing Filter, Ar- 
bitrary Waveform Gen- 
erator, Programmable 
Gain Amplifier, Pulse 
Genera tor. Tracking Filter, 
Frequency Synthesizer, 
DSP Software, & Win- 
dows of DOS Based Data 
Acquisition Software. 


mmDACofmtn 
DAtA ACQUCmOH AMD 
ANAlYSBSMtM 

- J 

07 - 


R.C. EUcTRONics Inc. 

6464 Hollister Avenue, Santa Barbara, CA 93117 
(805)685-7770 FAX:(805>685-5853 

For More Information Circle No. 315 


MICROSCOPES 
FOR MATERIAL 
SCIENCES 

Microscope product line 
brochure details upright, 
inverted, stereo and laser 
scan microscopes; micro- 
scope cameras; microscope 
photometers; microtomes. 
All transmitted and re- 
flected light techniques for 
material sciences and micro- 
electronics inspection can be 
accommodated. Advan- 
tages of Zeiss ICS infinity 
optics are discussed. 


Carl Zeiss, Inc. 

For More Information Circle No. 351 



PAPST DC BRUSH- 
LESS SERVO 
TECHNOLOGY 

The PAPST motor system is a 
product line of electronically 
| commutated internal and exter- 
nal rotor motors with corre- 
| spending electronic compo- 
nents. The line is extended by a 
I seriesofgearmotors-Themodu- 
[ lar construction of the system 
ensures individual adaptation to 
almost any drive problem. The 
| basic elements consist of two d i f- 
ferent motor lines in the toque 
range up to 4.7 Nm as well as electronics with appropriate 
power rating. The individual components of this product 
family represent the consequential application of the most 
advanced technology in electronically commutated drives. 

Control Technology Systems, Inc. 

For More Information Circle No. 352 




BASF CORPORA- 
TION PLASTIC 
MATERIALS 

BASF Plastic Materials will show 
an innovative concept m gasoline 
dispensing nozzle design. The 
nozzle does not have the cumber- 
some corrugated cover around the 
nozzlcspout, making it very easy to 
use. The lightweight nozzle is 
smaller and more sleek, thus easier to grip, than standard 
units. The nozzle uses Ultramid* nylon, l)ltraform # acetal 
and Ultradur* PBT polyester resins from BASF Plastic 
Materials and BASFs Elastollan* thermoplastic polyure- 
thane. Numerous other new applications for BASFs ma- 
terials in automotive, consumer products, power tools, 
electrical/electronic, industrial components, medical, 
packaging and toys/ sporting goods will be shown. 

BASF Corporation 

For More Information Circle No. 353 
See Us at NDES Booth No. 1413 


BALZERS 

TOOL COATING INC. 



WEAR 
RESISTANT 
COATINGS 
BROCHURE 

I Balzers' eight page full-col- 
or brochure describes the 
j company's capabilities, 
I equipment and facilities for 
j the application of Titanium 
Jj Nitride, Titanium Carbon- 
itride and Chromium Nitride 
wear resistant coatings 
Balzers coatings are ex- 
tremely hard (over 80 Rc)with excellent lubricity and have 
shown dramatic results in extending wear part life in many 
applications. The brochure also provides information on 
Balzers' technical research facility. 

Balzers Tool Coating Inc. 

North Tonawanda, NY 14120 

For More Information Circle No. 354 
See Us At NDES Booth No. 2319 



B92 CATALOG 
RELEASE 

The latest catalog from W.M. 
Berg, Inc., coincides with 
Berg's silver anniversary. 
Founded in 1967, Berg has 
grown to become a recog- 
nized industrial leader of 
miniature precision me- 
chanical components. A sig- 
nificant number of new items 
are added as well as ex pand - 
ing previous product lines. 
Featuring 50,000 standard components, 80% of which 
we are able to ship from stock within 24 hours. Avail- 
able in metric version too: M92. 

W.M. Berg, Inc. 


For More Information Circle No. 355 
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POLYMERS & 
ACRYLIC 
MONOMERS 

A new, 12-page four-color 
brochure titled "Engineer- 
ing Polymers and Acrylic 
Monomers." Included are 
polymers and monomers 
family of products, includ- 
ing Rilsan* 1 1 and 12 poly- 
amides; Rilsan* powder 
coatings; Pebax* thermo- 
plastic elastomer resins; Platamid*and Pla therm* hoi melt 
adhesives; PlatiIon*hot melt film; and acrylic monomers. 
Product description, background, and a sampling of ap- 
plications are also provided. 

Elf Atochem North America, Inc. 

For More Information Circle No. 356 
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COMPLETE 
FILTER 
ANALYZER 

The only commercial instru- 

.Kul _. TT~ ment available capable of per- 

alfyou” I lltU forming Integrity Tests. Pres- 

characteritalion needs. sure Hold Test, Gjs Permeabil- 
ity. Liquid Permeability, Bubble 
Point and Pore Distribution 
analysis using Windows based 
software. Tests almost any user 
supplied shape even under ten- 
sion or compression. Analytical services available. For de- 
tails call 607-257-5544. In USA and Canada 1-800-825-5764. 
FAX:607-257-5629. 

Porous Materials, Inc. 

83 Brown Road, Bldg. 4, Ithaca, NY 14850. 

For More Information Circle No. 357 


nrv 


UT testin^ analytical 

W WITHOVr SERVICES - FAST 

TME WAIT! TURNAROUND 

Brochure describes the wide 
range of materials characteriza- 
tion services that are provided 
by the firm's Analytical Services 
Division. Among those de- 
scribed in the brochure are sur- 
face area, pore and particle size 
distribution, density, perme- 
ability, chemisorption and pres- 
sure testing. Also available are instruments for sale or 
lease. Tel. 607-257-5544. ToU Free in USA and CANADA 1- 
800-825-5764. FAX ^07-257-5639. 

Porous Materials, Inc. 

For More Information Circle No. 358 



APP 


COMPUTER 

CONTROLLED 


VALVES 

Brochure describes company's 
line of remote and computer 
controlled on-off. metering 
and servo valves, pressure gen- 
erators, automated pressure 
and flow control systems, pres- 
sure gauge calibration systems 
and capability for custom con- 
figurations. Pressure range 
from high vacuum to 60,000 PSL Tel: 607- 257-5544 Toll Free 
in USA and CANADA 1-800-825-5764. FAX.-607-257-5639. 

Advanced Pressure Products 

83 Brown Road, Bldg 4, Ithaca, NY 14850 

For More Information Circle No. 359 



ANVIL’S PC 
TRAVELER 

j The ANVIL PC TRAVELER is 
I engineered for transportable 
PC systems. With over 40 years 
I experience in designing and 
manufacturing, ANVIL builds 
I cases which add value and func- 
I tionality to the systems they 
| house. The ANVIL PC TRAV- 
ELER provides protection from 
I the hazards of the road, reduced 
shipping costs and extended system life through protec- 
tion. ANVIL has designed PC TRAVELER cases for most 
PCs available today. 

Anvil Cases, 

A Subsidiary of Zero Corporation 
For More Information Circle No. 360 




NEW SEAL 
SELECTION GUIDE 

f, American Variseal announces 
[ their new Seal Selection Guide 
Lfor high performance spring- 
r energized seals. This unique 
eight-page, color manual, which 
[, describes Variseal's wide range 
I of products for static, recipro- 
| eating and rotary service, uti- 
" , lizes highly functional charts and 
U illustrations. Engineering charts 
include seal performance ratings at various pressures, tem- 
peratures and speeds. Also included are data on seal mate- 
rials, gland design, surface finish, standard sizes, custom 
designs, and technical support. Call 1-800-466-1727 for fur- 
ther information. 

American Variseal 

For More Information Circle No. 361 


AT&T 

SOFTWARE 

SOLUTIONS 

CATALOG 


SOFTWARE 
SOLUTIONS 
CATALOG 

New catalog features 38 inno- 
vative software packages de- 
veloped and tested within 
AT&T. Applications include 
communications, operations 
and network management 
software, development and 
performance tools, math/stat 
packages, and more, for vari- 
ous platforms/systems. Ideal source for remarketers and 
end users. 


AT&T Software Solutions Group 

For More Information Circle No. 362 



I BATTERY 
I POWERED 
•8-CHANNEL 
j FIELD 
I RECORDER 

1 Astro- Med's portable 8-chan- 
f nel field recorder operable from 
| its internal battery is described 
in an illustrated 10-page bro- 
^ chure. The lightweight unit, 

called the Dash 8, features ex- 
traordinary capabilities. It offers frequency response to 25 
kHz; “on the fly" grid formats; AC and 11-18 VDC opera- 
tion; on-demand self-calibration; and data capture and 
playback. 

Astro-Med 

For More Information Circle No. 363 



FREE TRIAL 
ISSUE 

Speaker Builder is a bi-monthly 
magazine dedicated to the tech- 
nically competent person who 
wants better sound. Speaker 
Builder features loudspeaker 
projects ranging from simple 
modifications to construction of 
the most sophisticated designs 
available today. 


Speaker Builder 

PO Box 494, Peterborough, NH 034584)494 
(603)924-9464, FAX:(603)924-9467. 


For More Information Circle No. 364 



Din Rail Mounted Transducers 



Measure either AC voltage or AC current with our new 
DIN rail mounted transducer. The slim profile allows 
maximum use of available space. Held selectable analog 
outputs, recessed terminals for increased safety, and 
rugged polyamide case make this an ideal transducer for 
use in enclosures with dimensional constraints. Designed 
for use in industrial environments and OEM measure- 
ment systems. May be used with potential or current 
transformers and integrated into control systems. Con- 
tact Ohio Semitronks, Inc., 1205 Chesapeake Ave., Co- 
lumbus, OH 43212-2287. Phone: 614-486-9561, Fax:614- 
4864)743. 

Ohio Semitronics 

For More Information Circle No. 365 


REAL-TIME DIGITAL 
IMAGE PROCESSOR 



PROBLEM:Maximum Thermal 
Performance in a Minimum of Space 


The DSP-2000 improves noisy, low contrast images. Memory 
functions and spot mask provide background subtraction to 
remove unwanted image artifacts, non-uniform illumina- 
tion and shading. Features: high resolution, gain control 
providing grey scale expansion, real-time averaging, inte- 
gration, edge enhancement, gamma, pseudo or RGB color, 
RS-232 port and SCSI interface. Catalog available. 

Dage-MTI 

701 N. Roeske Ave., Michigan City, IN 46360 
(219)872-5514, 

For More Information Circle No. 366 




SOLUTION: BTU-Block Insulations 

Very low thermal conductivity 

Variety of forms for temperatures to 1000°C 

High compression strength 

Ideal when space is limited. 

For technical information, phone (219)296-3500. 

S|C|H|U|L|LE|R 

For More Information Circle No. 367 


Sculptured*Circuits 

combine the best features of 
all known technologies: The 
. versatility of wire, the 
economy of flexible circuits, 
and the terminating ability of 
a connector. 

Sculptured* Circuits 

r 1 n offer you: Versatility: custom 
length and current carrying 
capacity; Reliability: each pin 
in an integral extension of its 
conductor; Low Unit Cost: 
easily manufactured, on-time delivery. To leam more 
about Sculptured* Circuits call or write: 

Advanced Circuit Technology, Inc. 

1 18 Northeastern Boulevard, Nashua, NH 03061. 
Tel:603-880-6000, FAX:6Q3-880-1785. 

For More Information Circle No. 368 








DESIGN ENGINEERING PRODUCT SHOWCASE 


LINEAR ACTIVE FILTER 
COMPONENT 



The new D68 linear active filter is compact and low profile 
while offering -94dB harmonic distortion and a signal-to- 
noise ratio to 16-bit resolution. A self contained solution, 
available in several transfer functions from lOHztolOOkHz. 
Price: $115 for 1000+. 

Frequency Devices, Inc. 

25 Locust Street, Haverhill, MA 01830 
(508)374-0761. 

For More Information Circle No. 369 



MODEL PC20 AC 
WATT/POWER 
FACTOR/VOLT- 
AMPERE 
TRANSDUCERS 

Model PC20 provides three separate isolated output sig- 
nals proportional to Watts, Power Factor, and Volt-Am- 
peres, from the same current transformers. Power Factor 
is derived from the ration of true power to apparent 
power. Accuracy of ±0.25% Watts/Volt-Ampere and 
±0.005 Power Factor is maintained even with distorted or 
chopped waveforms. Typical applications include power 
quality and machine performance monitoring. For more 
information and our free catalog contact: 

Ohio Semitronics, Inc. 

1205 Chesapeake Ave., Columbus, OH 53212-2287. 

Phone:614-486-9561, Fax:614-486-0743. 

For More Information Circle No. 370 


B low cost 

CURRENT 

TRANSDUCER 

Designed for use in applica- 
tions requiring inexpensive 
current measurements. The 
Model CTD is insensitive to 
polarity, accurate and reliable 
from 50 to 400 Hz and easy to 
install. Choose from self-powered 0 to 1mA, or loop- 
powered 4 to 20 mA models. For a catalog with more 
information on this and our complete line of transducers 
and related equipment contact: 

Ohio Semitronics, Inc. 

1205 Chesapeake Ave., Columbus, OH 43212-2287. 
Tel:61 4-486-9651. Fax:614-486-0743. 

For More Information Circle No. 371 


ENGINEERING 

SERVICES 

Optical Research Associates, 
the industry's leading opti- 
cal design firm, provides 
world-class engineering so- 
lutions across the entire spec- 
trum of optical design. From 
X-ray wavelengths to the far 
infrared, from optical sys- 
tems for consumer and in- 
dustrial products to highly 
complex government and 
military applications, ORA 
leads the way. 


OPTICAL RESEARCH ASSOCIATES 

550 North Rosemead Blvd., Pasadena, CA 91107 
818-795-9101 (TEL) 818-795-9102 (FAX) 

For More Information Circle No. 372 




INSTRUMENT 
TECHNOLOGY, 
INC. 

Instrument Technology, Inc. 
specializes in the design, de- 
velopment and manufacture of 
Standard Product and Custom 
Remote Viewing Instruments 
and Systems for the industrial 
market. To satisfy require- 
ments, IT1 produces high qual- 
ity Borescopes, Fiberscopes, 
Videoscopes, Telescopes, Periscopes and Systems. For more 
information contact: 

ITI, P.O. Box 381, Westfield, MA 01086. 

Tel:(413)562-3606. 

Fax:(413)568-9809. 

For More Information Circle No. 373 



DIGITAL 
IMAGES IN 
PHOTOGRAPHIC 
QUALITY 

ProgRes 3012 Camera-Pro- 
grammable resolution to 2994 
x 2320 x 36. Windows and 
Macintosh environment. 
ProgRes/ ImageManager- 
Camera & Powerful interac- 
tive database, image trans- 
mission, and tele-conferencing workstation using stan- 
dard phone lines. 

Roche Image Analysis Systems 

Tel:(510)827-4321. 

Fax:(510)827-4342. 

For More Information Circle No. 374 


GRAPHIC 
CONTROLS 
COMPUTER 
GRAPHIC SUPPLIES 

Graphic Controls Computer 
Graphic Supplies meet or exceed 
OEM specifications and enhance 
the accuracy of virtually all of 
today's CAD output plotters and 
printers. Full line includes plotter 
pens and media, electrostatic 
media and toner, ink jet media and cartridges, direct imag- 
ing thermal media, and more. 


Graphic Controls Corp. 

For More Information Circle No. 375 
See Us At NDES Booth No. 2155 



FREE { v " 
CATALOG 



PC Data Acquisition, 
Control & Test 
I/O Boards 


58-page catalog describes complete line ot IBM PC/XT/AT 
and compatible analog and digital I/O cards; communication 
interfaces: data acquisition and control software packages 
and accessories. 

9400 Activity Rd. 

San Diego, CA 92126 
Fax:(619)578-9711 

Toll Free (800)326-1649 

For More Information Circle No. 376 


ACCES 

I/O Products. Inc. 


Vigra Vgs 

VME GRAPHICS SERVER 


Processor: 33MHz MIPS R3000 
compatible w/FP coprocessor. 
Resolution : Programmable up to 
1380x1024. 

Memory: 8Mbyte DRAM, 2Mbyte 
VRAM, 0.6 Mbyte overlay RAM. 

Graphics Interface: XI 1 R5 
standard, others available. 

I/O: Keyboard, dual serial, sound 
generator. 

Vigra, Inc., 

(619)597-7080 

For More Information Circle No. 377 



RACK MOUNT 
INDUSTRIAL PC 
SYSTEM 

High Speed Performance at Su- 
per Low Price !The ADAC 8100 
Series is built with a heavy duty 
steel case complete with rugged 
lock-in-place slides for standard 
19" mounting. Choice of CPU: 
50MHz 486DX, 33MHz 486DX, 
or 20MHz 386SX, passive 12 Slot 
ATbackplane, 250 watt power sup- 
ply, and choice of mass storage. 


ADAC Corp. 

Tel:(800)648-6589, fax:(617)938-6553. 

For More Information Circle No. 378 
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MILES 

ENGINEERING 
RESINS GUIDE 

Brochure presents data on physi- 
cal properties, grades, features and 
typical applications for six ther- 
moplastic resins available from the 
Polymers Division of Miles Inc. 
Resins include Makroton polycar- 
bonate, A pec high-heat polycar- 
bonate, Makroblend polycarbon- 
ate blends, Bayblend polycarbon- 
ate/ ABS blends, Durethan polyamide 6 and Texin and 
Desmopan thermoplastic polyurethanes. 


Miles Inc. 

For More Information Circle No. 379 


Shock & Vibration Control 



ISOLOSS®Sandwich Mounts 

New from E-A-R Specially Composites, a standard 
line of 24 metal- bonded isolators features our pro- 
prietary, high performance ISOLOSS elastomers. 
Also available in custom configurations. ISOLOSS 
Sandwich Mounts control noise, vibration, shock 
and motion in a wide range of applications. 

E-A-R Specialty Composites 

Tel:(31 7)692-1 111, Fax:(317)692-31 1 1 
For More Information Circle No. 380 
See Us At NDES Booth No. 635 














DESIGN ENGINEERING PRODUCT SHOWCASE 


KVH C-100 Compass Engine 


200 Megaflops! 




STEP & SYNCHRONOUS 
MOTORS 


Whether your application involves pointing, aiming, or 
navigation, KVH offers a family of rate, tilt, and directional 
sensors to meet your needs. The C-100 is a versatile, minia- 
turized, 05° accurate heading sensor which comes with 
menu driven configuration software and a variety of analog 
and digital outputs making it an economical solution for 
your demanding applications. 

KVH Industries, Inc. 

110 Enterprise Center, Middletown, RI 02840. 

Tel:(401 1847-3327 

For More Information Circle No. 381 


QuadPuter®-850 

The ideal solution for your DSP and general scientific comput- 
ing needs.. .From one to eight QuadPuters can be run in EISA 
BUS machines, using our multi-tasking software, providing 
an upper limit on PC throughout of 1 .6 Gigaflops! Call Tel:(508)- 
746-7341, Fax:(508)746-4678 for technical information. 



Micro way 


Research Park, Box 79 
Kingston , MA 02364 
TeL(506)-746-734 1 , 
Fax:(508)746-4678. 


For More Information Circle No 382 


SLO-SYN* DC Step Motors in 1 .8 degrees full step can be 
microstepped. Low cost, simple control AC Synchronous 
Motors provide high torque application alternatives. Spe- 
cial use types include vacuum, high temp, special shaft, 
gearheads, more. 

Superior Electric 

Bristol, CT 06010 
1-800-447-7171 

For More Information Circle No. 316 


SEKAI MINIATURE COLOR CAMERA 

BESTOFAUmWS... 

under- S3, 000. 00 



Ruggedized & Qualified 
Miniature, Less than 1" X 1" X 5" 

470 Lines of Horizontal Resolution 
Low Light 4.5 LUX 
For Further Information: 

Tel:(31 0)921 -7775 
Fax:(310)921-7875 
Ron Burnett. 

For More Information Circle No. 384 


NOISE CONTROL 
PRODUCTS 

New color brochure describes 
SON EX and SONEX 1 sound-ab- 
sorbing materials with patented 
shapes that control noise better 
than standard acoustical treat- 
ments. Brochure explains basic 
noise control techniques and pre- 
sents many forms, sizes, and col- 
ors of SONEX products for indus- 
trial, office and OEM noise con- 
trol. Brochure shows applications and includes information 
on acoustical performance. 

Illbruck 

For More Information Circle No. 385 



ARE YOU STILL TRYING 
TO MEASURE VERY THIN 
GAPS THE HARD WAY? 



Capacitec HPS Series of thin (back to back) sensors can 
measure gaps as small as 0.0 10'(. 254mm) inboard 84” 
(2133.6mm) with accuracies of 0.0003" (7.6 mm), without 
scratching delicate surfaces. 

Capacitec 

P.O. Box 819, 87 Fitchburg Rd„ Ayer, MA 01432 U.S.A. 
Tel. (508) 772-6033; FAX (508) 772-6036 

For More Information Circle No. 386 


WORKMANSHIP 
STANDARDS 
MANUALS 

I Workmanship Standards were 
I developed by Martin Marietta to 
1 use as guidelines in manufactur- 
I ing electromechanical and elec- 
I tronic systems that perform to 
I exacting government /defense 
1 requirements. Photographs and 
* clear instructions provide the in- 
dividual with a clear definition of 
what is required on the production line and in training 
programs. 

Martin Marietta 
Information Systems 

For More Information Circle No. 387 


DC Motor Controls 

New 48p catalog allows you to 
select optimum control for sub- 
sub-fractional to 10 horsepower 
DC motors. Machine Tools, Mo- 
torized Machinery, Positioning, 
Conveyors, Actuators, Packaged 
Machinery, Exercise Equipment, 
XY Tables, Elevators/ Levelers, 
and Theatrical/Stage. Power 
Ups can customize these con- 
trols for your exact requirements. 


POWR UPS CORP 

One Roned Road, Shirley, NY 1 1967. Toll free 1-800-444- 
POWR or FAX:(516)345-3106. 


For More Information Circle No. 388 




HIGH REL 
HYBRID/DIS- 
CRETE DC-DC 
CONVERTERS 

This new 32p catalog describes 
a full line of hybrid and dis- 
crete DC-DC converters for 
Space, Military and Industrial 
application, wide range of DC 
input voltages, output from 3 
VDC (for new 1C applications) 
to 3 Kilovolts, multiple outputs, 
full EMI filters/other systems type circuitry. Rad Hard 
versions specified, and custom variations available. 

Modular Devices Inc. 

One Roned Road, Shirley, NY 1 1967. Tel:(800)333- 
POWR, Fax:(516)345-3106. 

For More Information Circle No. 389 


Free Data Acquisition Software Tool 

IDAQ Designer is a free 
I software tool that helps dc- 
ltermine which hardware 
f and software combina- 
tions are best for your PC- 
based data acquisition sys- 
tem. DAQ Designer will 
(1) ask questions about 
^ your application, (2) ana- 
lyze your answers to determine your systems needs, and (3) 
describe what hardware and software you need to develop 
your data acquisition system. 

National Instruments 

6504 Bridge Point Parkway, Austin, TX 78730, 
Phone: (512) 7944)100, (800) 433-3488 (US. and Canada). 

For More Information Circle No. 390 


FULLY 

INTEGRATED AIR 
BEARING SYSTEMS 

NEAT now offers complete "turn- 
key" air bearing systems to suit a 
variety of high precision applica- 
tions. Pictured is a five axis inspec- 
tion system which utilizes both air 
bearing and mechanical stages along 
with rotary and linear brushless 
servo motors. This custom inte- 
grated air bearing based system is 
one example of the many conforma- 
tions NEAT is prepared to design and manufacture for fully 
automatic positioning applications requiring high speed 
and ultra-precise positioning accuracy performance. 

New England Affiliated Technologies 

620 Essex St., Lawrence, MA 01841 
1-800-277-1066. 

For More Information Circle No. 391 


COMPACT CABI- 
NET COOLERS 

Compact Cabinet Coolers” 4 keep 
electronic components in sealed 
enclosures cool, clean and iso- 
lated from contaminants. They 
last thirty years and require no 
maintenance. Standard models 
are NEMA 12. Stainless Steel, 
NEMA 4, and NEMA 4X models 
are available. 


Noren Products 

1010 O'Brien Drive, Menlo Park, CA 94025 
(415)322-9500 

For More Information Circle No. 392 
See us At NDES Booth No. 3867 
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DESIGN ENGINEERING PRODUCT SHOWCASE 


PRECISION ROLLED THREAD 
BALL SCREWS 



PowerTrac™ Precision Ball Screws are convenient and 
efficient devices for converting rotary to linear motion 
with 90% efficiency. Long, predictable life expectancy. 
Lead error is .001 per foot. Available in sizes from 3/8 to 4". 

NOOK INDUSTRIES, INC. 

23200 Commerce Park Road, Cleveland, OH 44122 
(800) 321-7800. 

For More Information Circle No. 393 



MATLAB HIGH-PERFOR- 
MANCE NUMERIC COMPU- 
TATIONAL AND VISUAL- 
IZATION SOFTWARE 

MATLAB is a high-performance, interac- 
tive numeric computational and visual- 
ization environment that combines hun- 
dreds of advanced math and graphics 
functions with an easy to use and flexible 
high-level language. The open system architecture enables 
users to view the pre-packaged functions, customize these 
as needed, or add new functions. MATLAB application 
toolboxes extend the power of MATLAB by providing 
leading-edge algorithms and functions developed by re- 
nowned experts in digital signal processing, control sys- 
tem design, neural networks, optimization, and other ap- 
plication areas. 

The MathWorks, Inc. 

24 Prime Park Way, Natick, MA 01760 
Tel: 508-653-1415. 

For More Information Circle No. 394 


PRECISION OPTICS 

Acton Research Corp provides the highest quality 
coatings, fitters and complete mirrors. 


•Maximum Reflectance 
High Power Coatings 

• High Efficiency 

Broadband Reflective 
Coatings 

•Optical Filters (122nm- 
1 064nm) 

• Beam-Turning Mirrors 
•Single Piece to OEM 

Quantities 


Acton Research Corporation 

Tel: 508-263-3584, Fax: 508-263-5086. 

For More Information Circle No. 395 






AFFORDABLE 
DEVICE 

PROGRAMMERS 

The PB-10 device programmer 
is a development tool that ev- 
eryone can afford! If you need 
to program EPROMs quickly 
and easily, you definitely want 
to check out this programmer. 
All that the PB-10 requires is an 
expansion slot in the PC. The 
two-foot long ribbon cable ex- 
tends outside the PC to a 40 pin ZIF socket, and the 
software to operate the unit is included. Priced at $1 39.95. 
Call now for information. 

NEEDHAM’S ELECTRONICS 

Tel: 916-924-8037, Fax: 916-972-9960 

For More Information Circle No. 396 
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MECHANICAL 

TESTING 

LABORATORY 

Exclusively devoted to mechani- 
cal testing, MarTest has provided 
testing services for a variety of 
industries including aerospace, 
transportation and medical for 
over 20 years. Extensive facilities 
and experienced personnel ensure 
quick turnarounds and accurate, 
reproducible results. Phone: 513- 
771-2536, Fax: 513-771-2564. 


Mar Test, Inc. 


For More Information Circle No. 399 


RAPID 

PROTOTYPING 
WITH MCP 
VACUUM CASTING 
SYSTEM 

With the MCP Vacuum Casting 
System you can produce all the 
precise copies you require for your 
product development and testing 
purposes such as for TV and com- 
puter housings, automotive com- 
ponents, household plastic com- 
ponents, etc. 


MCP Systems Inc. 

For More Information Circle No. 397 


THE BEST SOURCE FOR IEEE-488 

L-com has 1 1 fami- 
lies of IEEE-488 
cables including 
molded, aluminum 
shells, in-line types, with 3 or 4 shields. 
Only L-com offers over 20 adaptor 
types, switch boxes, rack panels, 
multi-tap bus and much more. Call or 
Fax for Free copy of IEEE-488 wiring 
solutions. 


Order Toll Free: 1 - 800-343-1455 
L-com 1755 Osgood Street. N. Andover. MA 01845 
Tel: 508-685-6936. Fax: 508-685-6467 


For More Information Circle No. 405 


AFFORDABLE 
DEVICE 

PROGRAMMERS 

Do you need device program- 
ming support on a limited bud- 
get? Our device programmers 
support a very wide variety of 
programmable devices and 
won’t hurt your project budget. 
The EMP-20 is a parallel port- 
driven programmer which sup- 
ports EPROMs, EEPROMs, 
Flash EEPROMs, NOVRAMs, Microcontrollers, and 
Electrically- Erasable PLDs from every major manufac- 
turer. Priced at $449.95. Call for more information. 

NEEDHAM’S ELECTRONICS 

Tel: 916-924-8037, Fax: 916-972-9960 

For More Information Circle No. 398 
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CORROSION 
SERVICES 

Literature describes corrosion 
testing-consulting services. 
Product-equipment evalua- 
tions in corrosive environ- 
ments; exposure tests in natu- 
ral, marine and altered envi- 
ronments; evaluating materi- 
als performance; SEM and met- 
allographic examinations; en- 
vironmental-corrosion moni- 
toring; electro-chemical testing; 
failure analysis; corrosion training. P.O. Box 656, 
Wrightsville Beach, NC 28480, Tel: (919) 256-2271, Fax: 
(919) 256-9816. 

LaQUE CENTER FOR 
CORROSION TECHNOLOGY 

For More Information Circle No. 400 
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ESTIMATING 
WITH CAD 

The COSTIMATOR* system 
now allows cost estimating of 
new products using most 
CAD systems. Estimates are 
reported to be within 5% of 
actual costs with this new 
mouse-driven system. DFM 
compatible. Easy to use. Fast 
payback. 


Manufacturers Technologies, Inc. 

59 Interstate Drive, West Springfield, MA 01089 
Tel: 413-733-1972. 

For More Information Circle No. 401 


FREE ISSUE— 
SCITECH JOURNAL 

Call for a free issue of the bimonthly 
journal of the MacSciTech Users 
Association. Other benefits: free 
consultations with Expert Panel, 
software archives, technical con- 
ferences, solution guides, and dis- 
counts on CD-ROMs, books, 
courses, products, and more. 


Macintosh Scientific and 
Technical Users Association 

49 Midgely Lane, Worcester, MA 01604. 

Tel: 508-755-5242; Fax: 508-795-1636 

For More Information Circle No. 402 
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NEW LEMPCO 
INDUSTRIES 
BEARINGS 
CATALOG 

Lempcoloy Bearing Products 
have been the answer to many 
design problems involving 
hard to lubricate bearing sur- 
faces, corrosion and abrasion 
resistance. The catalog de- 
scribes the features and tech- 
nical specifications of 
Lempcoloy Lube-Free Bearing Products. Available in stan- 
dard sizes or your custom applications. 

Lempco Industries Inc. 
Bearings Division 

For More Information Circle No. 406 
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SPAQ DIRECTORY 

1992-93 


JANE’S INTERAVIA 
SPACE DIREC- 
TORY 1992-93 

Comprehensive coverage of the 
world's space programs and or- 
ganizations. Designed for the 
space professional to monitor 
space developments world wide, 
evaluate national and interna- 
tional programs, identify com- 
mercial opportunities in the in- 
dustry and more. Detailed pho- 
tographs and diagrams and 
launchers, communications equipment, navigation and 
the latest developments in space. Featuring names, ad- 
dresses, phone and fax numbers of top aerospace contrac- 
tors. Soft bound, over 650 pages. 

Jane’s Information Group, Inc. 

For More Information Circle No. 407 



NEW TEST & 

MEASUREMENT 

CATALOG 

Keithley's new 1993-1994 catalog 
features 240 pages of electronic 
test and measurement instru- 
ments, including DM Ms, elec- 
trometers, sources, picoammeters, 
source- measure units, switch sys- 
tems, LCZ meters, and much 
more. This valuable reference 
guide includes product specifica- 
tions, selector guides, and com- 
prehensive technical data. 


Keithley Instruments, Inc., 

28775 Aurora Road, Cleveland, OH 44139 
Phone: 800/552-1115. Fax: 216/248-6168. 

For More Information Circle No. 408 
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PRECISION 

CERAMIC 

BALLS 

Precision ground aluminum 
oxide, zirconium oxide, ruby, 
sapphire and silicon nitride baKs 
to grade 3. 5, and 10 per ISO 
3290. Diameters from .3 mm to 
1 00 mm. Catalogs on precision 
balls, machined ceramics and 
CMM styli available. 


SWIP/TARBELL 

Tel: 800-628-8332, 
Fax: 413-525-3735. 

For More Information Circle No. 409 


LDS 4000 PLUS SCANNER 



The LDS 4000 Plus wide format scanner operates at a high 
speed and scans documents up to 40” wide and 100" long. 
The scanner is suited for scanning large volumes of draw- 
ings and supports DOS and Microsoft Windows 3.1 plat- 
forms. The resolution is selectable up to 500 dpi, and the 
scanner supports over 30 raster file formats. 

SUMMAGRAPHICS 

CORPORATION 

Seymour, CT 06483-3907 
Tel: 203-881-5400, Fax: 203-881-5367. 

For More Information Circle No. 410 



NEW REFERENCE 
MEASUREMENT 
UNIT 

Provides angular position and 
motion information for guidance, 
stabilization, control, or simply 
for test purposes. Contains, in six 
inches cubed, 3-axis angular po- 
sition and angular rate informa- 
tion plus BIT and other utilities 
for guidance and control of 
"Smart Bombs.” Custom units 
can provide selected position and motion sensors for uses 
ranging from missiles to automotive testing, and more. 

HUMPHREY, INC. 

9212 Balboa Avenue, San Diego, CA 92123 
Tel: 619-565-6631, Fax: 619-565-6873. 

For More Information Circle No. 412 


HP 9000 Series 700 Industrial 
Workstations and Real-Time 
Computer Systems 

HP now offers a complete 
line of industrial computer 
systems based on the 
proven HP-PA RISC archi- 
tecture. They offer exten- 
sive modular design, I/O 
flexibility (EISA and VME) 
and HP-RT, HP's stan- 
dards-based real-time op- 
erating system. 



Call 1-800-729-8634 Dept. 
782A for more information or See Us at NDESC 
'93 Booth #407. 

For More Information Circle No. 413 


XY RECORDER Replaces HP 7004/45 



NEW DISPLACEMENT MEASURING 
INTERFEROMETER SYSTEM 




• Form, Fit and Function Replacement 

• High Sensitivity and inch or cm calibration 

• Calibrated Offset and Time Base 

• Standard or High Acceleration Models 

• Compatible with all 7044/45 Functions 
hhpm nuTur-oaoM 

2 Industrial Way, Salem, NH 03079 
800-258-6360. 

For More Information Circle No. 414 


Zygo's ZMI-1000 provides high-resolution, noncontact, dis- 
placement measurement for precision motion systems. Reso- 
lution is 0.6nm at velocities up to 1.1 m/s. Also measures 
angular rotations up to 60 degrees with 0.1 jirad resolution. 
Brochure available. 

ZYGO CORPORATION 

Laurel Brook Road, Middlefield. CT 06455-0448 
(203)347-8506 

For More Information Circle No. 415 


HUNTER 
CONSTANT 
FORCE SPRINGS 

Designed for a wide range of 
tension, load, drive, and other 
applications. NEG'ATOR con- 
stant force springs pack power 
into small packages for long 
and maximum initial deflec- 
tion applications. Custom de- 
signs to your specs; stock 
springs from 40 ounces to 40 
pounds or more; spring motors from 20 oz./in. to 9 Ib./in. 

AMETEK Hunter Products 

Setlersby, PA 18960 
Tel: 215-257-6531, Fax: 215-257-4711 

For More Information Circle No. 416 
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SOLDERING, 
BRAZING, & 
WELDING 
WITH WATER 

The SPIRFLAME free 
18-page color brochure 
is a perfect primer to in- 
troduce the new pat- 
ented technology and 
the laboratory and in- 
dustrial applications of 
these water generated 
micro- and mini-flames 
to production technolo- 
gies engineers. 



Solder Absorbing Tech. Inc. 

For More Information Circle No. 317 


OEM PUMP 
CATALOG 

Pump catalog provides dimen- 
sional drawings, product fea- 
tures, and performance curves 
for the standard pump modes 
available from Corman-Rupp 
Industries. Pump designs in- 
clude Bellows Metering, Cen- 
trifugal, Magnetic Drive, Oscil- 
lating, Nutating, and Peristal- 
tic Pumps. 


GORMAN-RUPP INDUSTRIES 


For More Information Circle No. 419 


VACUUM GAUGE 
CONTROLLER 
REDUCES 
DOWNTIME 

The 307 Vacuum Gauge Con- 
troller (VGC) from Granville- 
Philips is designed to help re- 
duce downtime caused by con- 
troller failure in vacuum pro- 
cess applications from atmo- 
sphere to 10 " Torr. The 
controller's separately pack- 
aged power supply provides 
cooler operating temperature, resulting in longer compo- 
nent life- as well as conserving valuable panel space by 
mounting the power supply remotely (if desired). For 
more details on GPC Vacuum Gauge Controllers, call 
1 -800-776-6543 and ask for Warren. 

GRANVILLE-PHILIPS 

For More Information Circle No. 420 
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VINYL DIP 
MOLDED CAPS 
& PLUGS 

Custom designed closures, caps 
and grips available with your 
name printed. Catalog offers a 
full line of masking aids which 
can resist temperatures up to 
600°F intermittently. New, non- 
adhesive silicone insulating tape 
which bonds to itself. Grips are 
available in round and rectangu- 
lar shapes. Caps are available 
062 to 4.000 diameter. Call for free samples. 

HARMAN CORPORATION 

P.O. BOX 665, 360 South Street, Rochester, MI 48307 
Tel: (313) 651-4477, Fa*: (313) 651-1495 


VACUUM GAUGE 
DESIGNED FOR 
PROCESS 
APPLICATIONS 

The Convectron™ Vacuum 
Gauge from Granville-Philips is 
designed to improve productiv- 
ity in vacuum process applica- 
tions from atmosphere to 10 4 
Torr. The gauge's fast response 
helps reduce cycle time delays. 
Stability and excellent repeatabil- 
ity help reduce product defects 
and downtime caused by gauges prone to calibration drift. 
For more details on GPC Vacuum Gauge Controllers, call 
1-800-776-6543 and ask for Dennis. 

GRANVILLE PHILIPS 


“5-IN-1” AIR 
SYSTEMS 

The Graham-White 5-in-l air 
systems extend a money back 
performance guarantee for 
dry.oil free, clean compressed 
air. The water, oil varnish and 
particle contaminants are re- 
moved from the compressed 
air without the hassle of re- 
frigeration and CFC emis- 
sions. Phone: 703-387-5600, 
Fax: 703-387-5639. Address: 
1242 Colorado Sheet, Salem. VA 24153-1099. 

GRAHAM-WHITE 
MANUFACTURING CO 
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ORIENTED-WIRE 
EMI SHIELDING 

Silicone-based oriented-wire 
shielding from Instrument Spe- 
cialties provides environmental 
protection and EMI attenuation 
to lOOdBin the E field and 50 dB 
in the H field. It is available in 
strips up to 18 ft. and 36 in. sheets 
which can die cut into complex 
shapes. 


For further information, contact 
Arthur f. Johnson 


1 


DATA & SOFT- 
WARE FOR 


AEROSPACE 

^ ESDU International provides 

^ _ validated design data and soft- 

Um ware. Multi-sourced for accu- 

racy. Independently approved 
gM Big for reliability. Clearly presented 

for easy application. Computer- 
ized for convenience. Twenty 
topics are covered with compre- 
hensive data and powerful 
software. ..regular updating and 
expansion-personal help from 
specialist engineers. Send for free details now. 



TOTAL SOLUTIONS 
FOR PLASTICS 
ASSEMBLY 

Equipment for 
ultrasonic welding, 
vibration welding 
(linear & orbital), hot 
plate welding, 
focused infrared. 


Instrument Specialties Co., Inc. 

Delaware Water Gap, PA 18327, 

Tel: 717-424-8510 Ext. 149, Fax: 717-424-6213. 

For More Information Circle No. 424 
See Us at NDES Booth No. 1372 


ESDU INTERNATIONAL 

PO Box 1633, Manassas, VA 221 10 
Tel: (703) 631-4187, Fax: (703) 330-1642 

For More Information Circle No. 425 


BRANSON 


(203) 796-0400, 
Fax: (203) 796-7813. 


For More Information Circle No. 426 
See Us at NDES Booth No. 2105 


Mini-Remote-Head Color CCD Cameras 



Ideal for microscopes, medical imaging, or machine vision, 
Cohu’s new 8280 Series High Performance Color Mini- 
Remote-Head CCD cameras feature detachable cables in 
lengths of up to 100 feet. Available in NTSC/Y-C, PAL/Y-C, 
and RGB models, they incorporate the latest on-chip 
microlens technology. 



TECLAB ESD 

WORKSTATION 

CATALOG 

Catalog features Teclab's ESD con- 
trolled workbench systems and 
accessories. Teclab also offers a 
Free Planning and Design Service. 
Teclab, the "professional bench." 
1-800-832-5227, fax 616-372-61 16. 


Inquiries to: Bruce Smith 

Teclab, 

Kalamazoo Technical Furniture 



WASHERS AND 
SPACERS 
NEW FOR ’93! 

Bilker's new 32-page Catalog 
'93 offers 1 1 ,000 non-standard 
sizes with no tooling charges. 
Outside diameters and thick- 
nesses, and 2,000 material 
variations create millions of 
possibilities. Materials include 
metals and non-metallic ma- 
terials. Metric sizes also. 


BOKER’S, INC. 


(619) 277-6700 


6450 Valley Industrial Drive, Kalamazoo, MI 49009 


3104 Snelling Avenue South 
Minneapolis, MN 55406-1937 
1-800-927-4377, Fax: 612-729-8910 
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FOR MATHEMATICS 
USE MACSYMA® 



The world's most powerful, reliable math 
software is the best value and the easiest 
to use. Call 1-800-Macsyma for free demo 
disk. 


MACSYMA® 


Digital Filter Design 



Arbitrary Response Designs 

Magnitude Magnitude & Phase 

Magnitude & EDD Magnitude & Linear Phase 

Hilbert Transformer Numeric and Graphic Output 

Hanson Engineering 

( 818 ) 359-7036 



TAB/SAP386 SOFTWARE 

• Statistics & Dynamics Interfaces include: 

• Heat Transfer • AUTOCAD, NASTRAN, 

• Color Graphics • ANSYS, STARDYNE. 

STRUCTURAL ANALYSIS, INC. 

3355 Bee Caves Road, Suite 501, Austin, TX 78748 
(800) 388-8134, Fax: (512) 328-2854 


For More Information Circle No. 430 
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DESIGN ENGINEERING PRODUCT SHOWCASE 


A NEW LEVEL 
OF SIMULA- 
TION POWER 

MGA, the leader in 
simulation software, 
brings true graphic 
modelling to simula- 
tion. Our ACSL/ 
Graphic Modeller pre- 
sents an alternative to 
complex code, be- 
cause it lets you build mod- 
els visually through block 
diagrams. 

Mitchell and Gauthier Associates, Inc. 


Powerful New Motion Controller 



Aerotech's 1-4 axis UNIDEX 400 boasts a dual processor 
architecture which performs higher level program and path 
control in one processor and servo control with a 56-bit DSP. 
The result is extremely fast and tight loop control with real 
time path correction. Programming is done either through 
menu driven commands or standard CNC G-codes. Valuable 
options indude the PSO path synchronized laser firing con- 
trol option; resolution multiplication for high resolution/ 
high speed positioning and a Lab View for Windows* interface. 

Aerotech 


HIGH DENSITY 
SWITCH MATRIX 
SYSTEMS 

The Precision Programmable 
Patch switch systems provide 
computer control for a faster, 
more accurate way to set up 
complex tests. Features in- 
clude. solid state and reed re- 
lay switches, up to 23,040 
crosspoints in one mainframe, 
frequencies to 1 MHz, and self- 
test capability. 


PRECISION FILTERS, INC. 




For More Information Circle No. 309 
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RESISTANCE 
WELDERS WITH 
BUILT-IN WELD 
QUALITY 
MONITOR 

The world's first small spot 
precision resistance weld- 
ing product line with Weld 
Sentry built-in weld quality 
monitoring for SPC. Both 
capacitor discharge(DC) 
and direct energy(AC) 
power supply lines are 
available. Energy outputs 
cover miniature hybrid assembly through all sizes of elec- 
tronic components, and other uses. 

UNITEK EQUIPMENT INC. 

For More Information Circle No. 312 




SUNNEX Halogen Task Lamps 


75 MFLOP DSP FOR PC-AT 

The Gamma-20/25 is a PC-AT plug-in card based on the 25 
MHz (75 MFLOP) Analog Devices A DSP-2 1020 (lk complex 
FFT in 0.77 mS). Up to 1408 kBytes SRAM and 64 MBytes 
DRAM. Image and analog interfaces include DT-Connect for 
frame grabbers and mezzanine or analog I/O. Most interface 
library with source code, assembler, C compiler, and 
debugger. Pricing starts at $3995. 

BittWare Research Systems, Inc 
Inner Harbor Center, 8th Floor 
400 East Pratt Street 
Baltimore, MD 21202 
Ph: 800-846-0436, 

Fax: 410-838-3204 

For More Information Circle No. 318 




Over 436 standard 
configurations plus 
customized versions. 

1-800-445-7869 

For More Information Circle No. 314 
See Us at NDES Booth No. 3514 


AMA FOR ENGINEERS ? ? ? 



LAYOFFS, AGE DISCRIMINATION, POOR PENSIONS, 
UNDER-UTILIZATION, SALARY COMPRESSION, 
IMPORTATION OF FOREIGN ENGINEERS, LOSS OF 
U.S. MANUFACTURING AND ENGINEERING JOBS, ETC., 

Its time for a change! 
Engineer your future. Join the... 

AMERICAN 

ENGINEERING ■■■ 
ASSOCIATION 


AEA is dedicated to the professional needs and concerns 
of the U.S. engineering community. 

Our members are from all engineering disciplines, in all 
industries and specialties. 

Together we can: Unite the engineering community, draft 
ana influence legislation, support incentives for engineering 
and manufacturing, improve working conditions, enhance 
the engineering profession and U.S. engineering capibilities. 


IF YOU ALWAYS DO 
WHAT YOU ALWAYS DID, 

YOU WILL ALWAYS 






DESIGN ENGINEERING PRODUCT SHOWCASE 






3801 North Rose Street 
Schiller Park, IL 60176-2190 
Illinois: 708-671-6670 
FAX: 708-671-9469 

AMCO Engineering Co. can tom Free: 1-800-833-3156 


For More Information Circle No. 486 
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AMCO 


Mi m RING 


E NCI OSURE 


SYSTEMS 


AMCO 

ENGINEERING COMPANY 

AMCO offers Heavy Duty Aluminum Structural 
System for complex design applications. Easy to 
assemble, welding not required. The system in- 
cludes high-strength extruded tubing with differ- 
ent integral flange configurations; 3 types of acces- 
sory mounting channels; 8 joining and comer 
castings and more. 


AMCO 

ENGINEERING 

COMPANY 


For More Information Circle No. 449 


AMCO’S NEW MONITORING 
SYSTEMS 

Consoles come in single or multiple bay con- 
figurations and are for monitoring type appli- 
cations. Engineered to accept the company's 
standard accessories. Models include those 
with low silhouette bases, sloped front 
frames & vertical frames, wedge sections 
& turrets. 


AMCO 

ENGINEERING 

COMPANY 


For More Information Circle No. 450 


Instant Amco Enclosures 


Cooling Devices For 
Enclosures 


For More Information Circle No. 487 


AMCO Catalog 500B fea- 
tures the five work day pro- 
gram that permits selection 
from three styles of con- 
soles. Frames are black and 
panels are light blue. The 
ten work day program guar- 
antees 24" panel width selec- 
tions of three styles of verti- 
cal consoles in any of 19 
color choices with black frames. Accessories also 
available. AMCO Engineering Co., 3801 North 
Rose Street, Schiller Park, IL 60176. Tel. 708/671- 
6670. FAX: 708/671-9469 or call 1/800/833-3156. 


For More Information Circle No. 484 


Desk, Bench & Portable 
Cabinets 


For More Information Circle No. 485 


AMCO Engineering Co. pre- 
sents it's 20 page, 4/C Desk 
Top Cabinet Catalog 900. 

Featured is a complete line 
of standard instrumentation 
cabinets in all conventional 
sizes. The unique, designed- 
in adaptability accommodates 
special sizes and applications. 

Accessories are also offered 
to complete the systems mounting options. AMCO 
Engineering Co., 3801 North Rose Street, Schil- 
ler Park, IL 60176. For your free copy call 
(800) 833-3156 or in Illinois (708) 671-6670. 


AMCO's 26 page 4/C Cool- 
ing Device Catalog 850 fea- 
tures a New Motorized Im- 
peller Blower. This new 
technology in cooling moves 
a larger volume of air at a 
lower cost. This extensive 
line includes centrifugal 
blowers and tube axial fans. 

Complete accessories includ- 
ed. AMCO Engineering Co., 3801 North 
Rose Street, Schiller Park, IL 601 76. For 
your free copy call (800) 833-3156 or in Illi- 
nois (708) 671-6670. 















WE’VE SAVED MILLIONS FOR OEM’S IN 
RECENT YEARS WITH OUR PATENTED, 
LOW FRICTION TECHNOLOGY 

• TUFOIL’S STEEL ON STEEL 

FRICTION IS .029 THATS SLIPPERIER 
THAN TEFLON® at [.04] 


TUFOIL GUN-COAT" 

This super lubricant and preservative for 
all kinds of firearms was developed by 
us for a major Federal law enforcement 
agency. It provides a protective coating, 
dramatically reducing friction and wear. 
Gun-Coat lubricates and rust proofs for 
superior operation in all mechanical 
movements from hunting rifles to collec- 
tor’s items to automatic weapons. 

For More Information Circle No. 471 


TUFOIL LU BIT-8® 

Superior lubricity. Specified by a majoi 1 
manufacturer of automatic machines for 
inserting components in printed circuit 
boards. Protective qualities remain 
almost indefinitely. Compatible with all 
oils and greases. Lubit is an excellent 
cleaning agent and can be applied over 
old lubricants. Great for locks, sewing 
machines, printers, power tools, 
automatic machinery and countless other 
uses! 

For More Information Circle No. 470 


LOX-8 PASTE OR GREASE 
The easily sheared paste is intended as 
a thread or joint sealer in gas or vacuum 
service. It is non-toxic, has high density, 
superior sealing, high dielectric strength. 

A glob of LOX-8 can be placed on the 
side of a hot soldering iron with no 
tendency to melt and run. LOX-8 
GREASE is intended for jewel like bear- 
ings, scraper rings, o-ring seals or any 
lubricating problems where the grease 
must stay put. 

For More Information Circle No. 472 



TUFOIL COMPU-LUBE® 

Very low viscosity lubricant developec^^ 
specifically for computer mechanisms 
that must work fast and reliably with a 
minimum of maintenance. It contains 
colloidal PTFE (known as Teflon or 
Fluon). The patented ingredients have 
proven to have the lowest wear and fric- 
tion of any known lubricants. Compati- 
ble with all oils and greases. Good to 
-60°F. 

For More Information Circle No. 468 



TUFOIL LIGHTNING 
GREASE® 

Easily sheared grease! Scanning Elec- 
tron Microscope photos show friction and 
wear are drastically reduced resulting in 
longer machine life. Great on in- 
struments, recorders, precision bearings, 
grears or sliding mechanisms that suc- 
cumb to friction. Especially suitable for 
silky smooth robotics! 

One tenth the wear of conventional 
greases. 

For More Information Circle No. 473, 


FORMULA 8 
PTFE PASTE 

A joint sealing compound in a thixotropic 
paste to seal most threaded joints. Ap- 
proved for use in oxygen systems. Ideal 
for hydraulic and fuel systems, (tested to 
10,000 PSI). Excellent for fine in- 
struments, threads, valves in gas bottles, 
oil filled transformers, oxygen distribution 
plumbing and gasoline systems. OEMS 
and hospitals have been using FOR- 
MULA 8 where low cost, safety and low 
odor are important. 

For More Information Circle No. 469 



LUBRICATION IS OUR BUSINESS! 

Give us a call with your specific problem. We've been solving lubrica- 
tion problems for major auto manufacturers. Fortune 500 computer 
companies and OEM's all over the wold. 

Send $50 for a lubrication sample pack so you can test and see for 
yourself! We’ll send you one each of the above plus FORMULA-8 & 
LOX-8 PASTE oxygen resistant pipe joint sealers. 

TufoiP is a reg trademark of Fluoramics Inc., Teflon’ is reg trademark of DuPont. 


m 


FLUORAMICS INC. 

18 Industrial Ave 
Mahwah, NJ 07430 


Phone: 201 -825-81 1 0 FAX: 201-825-7035 
Technical service: 1-800-922-0075 






Suppressing Spurious Reflections in an Interferometer 

A rotating half-disk aperture stop blocks reflections from surfaces of refractors. 

NASA's Jet Propulsion Laboratory, Pasadena, California 



Reflections From Refractive Optical Components can be eliminated by blocking half 
of the interferometer aperture. 


The dynamic-aperture fringe discrimina- 
tor is a simple device that enhances the 
operation of an interferometer of the spher- 
ical-wave-front type that is used to test 
lenses, telescopes, and other optical in- 
struments. This device suppresses reflec- 
tions from the surfaces of refractive op- 
tical elements in the instrument and/or the 
test setup. It is desirable to suppress such 
reflections because they give rise to spuri- 
ous interference fringes, which can obscure 
the main fringes that are of interest in char- 
acterizing the instrument. 

The upper part of the figure shows how 
the unwanted reflections are formed in 
the testing of a catadioptric telescope. A 
straightforward ray-tracing analysis pro- 
vides the key to suppression of these re- 
flections: Light rays that contribute to the 
main fringe pattern return back upon them- 
selves, reentering the interferometer on the 
same side of the optical axis from which 
they came, whereas rays reflected from 
the surface of a refractive component re- 
enter on the opposite side of the optical 
axis. Therefore, the reflections from the re- 
fractive components can be eliminated by 
blocking off half of the interferometer aper- 
ture at a time. 

While blocking half of the aperture sup- 
presses the unwanted reflections, it also 
extinguishes the main interference pattern 
from that portion of the instrument that 
would otherwise be illuminated through the 
now-blocked half. To provide for effective- 
ly continuous viewing of the entire main 
interference pattern, the blocking aper- 
tures can be rotated about the optical axis 
or shifted rapidly from one side to the other. 
In a prototype, a half-disk aperture stop is 


rotated mechanically. Alternatively, a liquid- 
crystal light valve could be activated in 
a half-disk opaque/transparent pattern 
that would be switched back and forth 
electrically. 

This work was done by Lawrence J. 
Steimle and David L. Thiessen of Caltech 

for NASA’s Jet Propulsion Laboratory 

For further information, Circle 45 on the 


TSP Request Card. 

This invention is owned by NASA, and 
a patent application has been filed. In- 
quiries concerning nonexclusive or ex- 
clusive license for its commercial develop- 
ment should be addressed to the Patent 
Counsel, NASA Resident Office-JPL [see 
page 22], Refer to NPO-18478. 


Improved Imaging With Laser-Induced Eddy Currents 

Changes in the impedance of the eddy-current coil are measured in absolute instead of relative units. 
Goddard Space Flight Center, Greenbelt , Maryland 


A system that tests a specimen of ma- 
terial nondestructively by laser-induced ed- 
dy-current imaging has been improved by 
changing the method of processing of the 
eddy-current signal. In this as in prior sys- 
tems of this type, the surface of a speci- 
men is scanned with a modulated laser 
beam. The local heating of the specimen 
at the laser-beam spot creates thermal 
and stress waves, which cause small but 
detectable changes in the impedance of 


an eddy-current probe coil located beneath 
the specimen (see figure). Measurements 
of the impedance at each of many loca- 
tions in a raster scan of the laser beam 
across the specimen can be analyzed to 
detect imperfections, determine properties, 
or assess the quality of the specimen. 

Because the changes in impedance are 
synchronous with the modulation of the 
laser beam, a lock-in amplifier can be used 
to aid in the detection of the modulation 


of the impedance values. The impedance 
measurements are made with a pancake- 
shaped commercial eddy-current probe 
coil connected to a commercial imped- 
ance gain-and-phase analyzer. The analyz- 
er is connected to the lock-in amplifier 
through a personal computer, which con- 
trols the system (including the raster-scan- 
ning mirror). 

Measurements of the real and imagi- 
nary components of the impedance of the 



HTBasic 


3707 North Canyon Road 
Provo, Utah 84604 1 

TEL: 801-224-6550 ^ 

FAX: 801-224-0355 1 




Call now for 
more information 
801 - 224-6550 


For More Information Circle No. 574 
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coil provide better indications of the local 
properties of the specimen than do the ar- 
bitrary proportional signals used in prior 
systems of this type. The change in im- 
pedance is given by 

42 = p//( £ 1?+/« 2 4> Bs 

s 

where Z = impedance, / = current in the 
coil, s denotes the surface area of the 
specimen faced by the probe, AT = the 
local thermoelastic effect (expressed as 
a temperature rise), a is the electrical con- 
ductivity of the specimen, w is the angular 
frequency at which the impedance is meas- 
ured, and n is the magnetic permeability 
of the specimen. In a demonstration, the 


impedance components of the coil at room 
temperature were a resistance of 14.3 fl 
and a reactance of 82.5 Q; laser-induced 
changes in resistance were about 3 Q, 
while laser-induced changes in reactance 
were about 4 Q. 

This work was done by Engmin J. Chern 

of Goddard Space Flight Center For fur- 
ther information, Circle 47 on the TSP Re- 
quest Card. 

This invention is owned by NASA, and 
a patent application has been filed. In- 
quiries concerning nonexclusive or ex- 
clusive license for its commercial develop- 
ment should be addressed to the Patent 
Counsel, Goddard Space Flight Center 
[see page 22]. Ftefer to GSC-13386. 



Probe Coil 


This Improved Laser-Induced Eddy-CurTent Imaging System includes an impedance gain- 
and-phase analyzer that measures the impedance of the eddy-current probe coil while a 
modulated laser beam performs a raster scan of the specimen. Changes in the impedance 
of the coil are caused by the thermal and stress waves induced in the specimen by the 
laser beam. The depth of penetration of the thermoelastic waves is controlled by adjusting 
the modulation frequency of the laser beam. 


Electronic Catalog 
of Extragalactic Objects 

This astronomical data base is accessible to researchers 
and librarians. 

NASA's Jet Propulsion Laboratory, Pasadena, California 


The NASA/IPAC Extragalactic Database 
(NED) is a publicly accessible computer- 
ized catalog of published information about 
extragalactic observations. Organized by 
astronomical objects and implemented as 
a relational data base, the catalog provides 
both data and references. It is continually 
updated. 

The NED was developed to accommo- 
date increasingly large sets of data from 
surveys, exponentially growing literature, 
and the trend among astronomers to take 
a multispectral approach to astrophysical 
problems. It can be used by researchers 
and librarians who have access via elec- 
tronic network connections to the NED 


computer, which is located at the Infrared 
Processing and Analysis Center (IPAC) at 
Caltech, Pasadena, California. 

At present, NED offers 400,000 names 
with cross-identifications for 200,000 extra- 
galactic objects. It carries accurate posi- 
tions, indicative basic data, notes, 250,000 
bibliographic references, and 5,000 ab- 
stracts from major journals published since 
1988. 

This work was done by George Helou 
and Barry F. Madore of the Infrared Pro- 
cessing and Analysis Center at Caltech for 

NASA’s Jet Propulsion Laboratory. For 

further information, Circle 106 on the TSP 
Request Card. NPO-18407 
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and it’s FREE! 


Just send in the attached card today 


to reserve your copy of our new 1993-1994 
catalog! This indispensable resource 
contains 1536 pages filled with | 
more than 35,000 quality products. 


y—M Cole-Parmer® 

Parmer Instrument Company 


A Few Good 
Reasons to 
Order Our 
New 1 993-9- 
Catalog . . . 


■ Reason One: 

A Wide Range 
of Products 

If you work in Research, 
Industry, or Education, you 
need the new Cole-Parmer 
1993-94 Catalog! You'll 
find 1536 pages featuring 
more than 35,000 
quality products. 


■ Reason Two: 


Quality Service 

Cole-Parmer is dedicated 
to providing you with 
quality service. You'll 
receive helpful assistance 
whenever you call our 
Application Specialists, 
our Sales Staff, or our 
Customer Satisfaction 
Associates. 


■ Reason Three: 

It’s More than 
Just a Catalog 

The Cole-Parmer catalog 
contains information that 
you can use every day- 
application tips, technical 



Instruments for Research, Industry, and Education 

7425 N. Oak Park Avenue Niles, IL 60714 


information, conversion 
tables, and extensive 
chemical resistance charts. 


For More Information Circle No. 508 
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Bellows... 

Infinite Design Capabilities 





Call or write 

_ , , _ „ _. . . .. for free brochure 

Precision Bellows Characteristics: 

• Diameters to your specifications 

• Leak tight to 1 x 10-9 cc/sec (helium) 

• Thin-walled for sensitive applications (.0003” to 0.02") 

• Accurate spring rates in extension or compression 

• Create assemblies with integral electroformed, 
soldered or E-B Welded ends. 

Servometer Corporation 

501 Little Falls Road • Cedar Grove, NJ 07009 

(201)785-4630 • Fax: (201) 785-0756 

I® 


For More Inf ormation Circle No. 490 

Voltek Polyolefin Foams. 
Designed to satisfy your 
product needs. 

Volara®, Volextra® and Minicel® 
foams give product designers more 
of a choice in their search for the 
ideal material. We’ve designed up 
to 250 different foam grades, and 
can easily create #251 based upon 
your product needs. 

Get your hands on the right 
material for your next design 
project. Call or write to Voltek for 
free foam samples and literature. 




— 


1 - 800 - 225-0668 


Vbltek, 

Division of Sekisui America Corp. 
100 Shepard Street 
L Lawrence, M A 01843 
Phone:(508)685-2557 


Converting Gravity-Bin 
Parameters to Spherical 
Harmonics 

The traditional representation of the gravitational 
field can be recovered by a new method. 

NASA’s Jet Propulsion Laboratory, 

Pasadena, California 

A new method of computation of the gravitational field of the 
Earth provides for the conversion of gravity-bin parameters to 
the coefficients of spherical harmonics. The gravity-bin param- 
eters are perturbations of a satellite orbit that represent correc- 
tions forthe gravitational field — in effect, gravitational “bumps." 
Traditionally, these corrections have been represented by 
spherical harmonics, which are mathematically rigorous but 
do not necessarily lend themselves to efficient computation. 

Developed for use in analyzing the trajectory of a space- 
craft in a nearly repeating low orbit around the Earth, the 
gravity-bin parameters represent small measured corrections, 
at specified times, to positions predicted for those times by use 
of a nominal mathematical model of the gravitational field. The 
gravity-bin parameters provide for computational efficiency, 
both in predicting the trajectory and in recovering data on the 
gravitational bumps from the measured trajectory. The gravity- 
bin approach was described in more detail in “Computing 
Gravitational Bumps From Repeating-Orbit Data" (NPO- 
1 7925), NASA Tech Briefs, Vol. 1 5, No. 5 (May 1991), page 52, 
and "More About Gravitational Bumps and Repeating Orbits" 
(NPO-18189), NASA Tech Briefs, Vol. 15, No. 5 (1991), page 52. 

In the original gravity-bin approach as described in the cited 
prior articles, one can estimate the coefficients of the spherical 
harmonics via a computation that involves finite differencing of 
the gravity-bin parameters. However, the result differs from 
the estimate obtained in the traditional approach, in which 
spherical harmonics are carried through all stages of the 
analysis. The difference between the results is caused by a 
subtle effect: In the conversion from gravity-bin parameters to 
coefficients of spherical harmonics, noises in acceleration 
data are treated as though they were uncorrelated even 
though they are correlated. As a result, the data-weighting 
matrices in the traditional and the original gravity-bin approach 
differ from each other, leading to different results. 

The new method makes it possible to retain the computational 
efficiency of the gravity-bin approach and to obtain the same 
estimate of the coefficients of spherical harmonics as in the tradi- 
tional approach. The first and largest part of the computation in the 
new method is the computation of the gravity-bin parameters as in 
the original gravity-bin approach. Next, the gravity-bin parameters 
are treated as pseudomeasurements and processed by use of a 
standard square-root-information-filtertechnique. Provided that the 
method is implemented by a suitable algorithm that (1 ) divides long 
(about 1 0 days) trajectories into shorter segments (about 2 hours), 
(2) accurately computes the appropriate ties between segments 
and (3) accounts properly for the correllations among 
pseudomeasurements, the result is the same as that obtained by 
estimating the coefficients of the spherical harmonics directly from 
the measurements. 

This work was done by Jiun-tsong Wu, William I. Bertiger, 
and Sien-Chong Wu of Caltech for NASA's Jet Propulsion 
Laboratory. For further information, Circle 4 on the TSP 
Request Card. NPO-18327 
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Photothermal Monitoring 
of Curing of Polymers 

Time-resolved infrared radiometry would be adapted to production. 
Marshall Space Flight Center, Alabama 


Time-resolved infrared radiometry (TRIR) 
would be adapted to monitoring the cur- 
ing of some polymers in production, ac- 
cording to a proposal. The proposal was 
made as part of a continuing effort to per- 
fect the production of hydroxy-terminated 
polybutadiene (HTPB) for use in the liners 
of solid-fuel rocket motors, but the under- 
lying concept may also be applicable to 
monitoring the changing states of many 
other materials in process. 

TRIR is a photothermal technique in 
which one heats a small spot on a speci- 
men with laser light for a short time while 
monitoring the evolution of the surface 
temperature by use of a noncontact radi- 
ometer. It has been shown that a change 
in the rate of increase of temperature is 
indicative of simultaneous change(s) in the 
thermal properties (conductivity, heat ca- 
pacity), density, and/or optical properties 
(absorbance, reflectance) of the surface 
layer of the specimen. Furthermore, a 
change in the linearity of the temperature 
rise vs. the square root of time can be 
shown to be indicative of the change in 
the thickness of the surface layer. Because 
the curing process affects the thermal 
properties, density, optical properties, and/ 


or thickness, it should, therefore, be possi- 
ble to use TRIR to monitor the process. 

Heretofore, TRIR and related methods 
like pulsed photothermal radiometry have 
been used in limited laboratory evaluations 
to monitor curing of epoxies. In an initial 
test of TRIR monitoring of the curing of 
HTPB, it was demonstrated that TRIR read- 
ings are affected strongly by the gelation 
stage of the curing process. It was also 
shown that TRIR shows promise for char- 
acterizing the later stages of cure, including 
the ability to detect the “over-cured” con- 
dition. If the hypothesis concerning the 
utility of TRIR proves true, then TRIR will 
provide information on the state of cure 
similar to the information now provided by 
Fourier-transform infrared spectroscopy 
(FTIR). However, TRIR offers an advantage 
over FTIR in that TRIR is a non-contact tech- 
nique that can be implemented with re- 
motely situated equipment and is, there- 
fore, better suited to use in production. 

This work was done by Michael Rooney 
of Science Applications International Co. 
for Marshall Space Flight Center. No 
further documentation is available. 
MFS-28619 


Improved Statistical Model 
of 10.7-cm Solar Radiation 

Short-term fluctuations can be simulated more accurately. 


Lyndon B. Johnson Space Center, Houston, Texas 


An improved mathematical model simu- 
lates the short-term (daily) fluctuations of 
the flux of 10.7-cm-wavelength solar radia- 
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Figure 1. This Scatter Plot shows the linear 
relationship among the first three proba- 
bility-weighted moments (PWM's) of the 
400 overlapping sequences of daily F10.7 
values. 


tion during a 91-day averaging period. This 
flux, called the “F10.7 flux" by specialists 
in the field, is important as a measure of 
solar activity and because it is highly cor- 
related with the ultraviolet radiation that 
causes fluctuations in the heating and den- 
sity of the upper atmosphere Furthermore, 
the F10.7 flux is easily measurable at the 
surface of the Earth, whereas the ultra- 
violet flux is not. 

The development of the model began 
with statistical analyses of daily measure- 
ments of F10.7 flux that were accumulated 
during the three 11.1-year solar cycles from 
the year 1956 through September 1989. 
In one analysis, the measurement data 
were partitioned into 400 91-day averag- 
ing periods, each of which overlapped the 
preceding period by 61 days. The first three 
probability-weighted moments (PWM's) of 
the data for each 91 -day period were com- 
puted. Then a three-dimensional plot of the 
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Figure 2. Weibull Probability-Density Func- 
tions are shown for representative mean 
values (/i) of the 91-day mean solar flux. 


400 triplets of PWM values was made, with 
each axis of the plot representing one of 
the three PWM’s. Remarkably, the scat- 
ter plot showed a simple linear relation- 
ship among the PWM’s (see Figure 1). 

This linear relationship has two impor- 
tant consequences for the development of 
the improved model .The first consequence 
is that PWM2 and PWM3 can both be 
expressed as simple linear functions of 
PWM1, which is identical to the mean. The 
second consequence is that a three-pa- 
rameter generalized extreme-value distri- 
bution determined by the three PWM’s 
can, therefore, also be obtained from the 
mean. In this case, the data dictate the 
choice of a Weibull distribution (see Figure 
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2), which is one of the three forms of the 
generalized extreme-value distribution. 

An autocorrelation function of the daily 
F10.7 values was also computed for each 
of the 400 91-day intervals by fitting an ex- 
ponential distribution to each to determine 
a time constant, r. After analysis of these 
fits, one value of rthat describes the cor- 
relation reasonably well during any part of 
the solar cycle was selected. 

Thus, the improved model represents 
the F10.7 data as an exponentially corre- 
lated, Weibull-distributed random variable. 
In a test of the validity of the model, Weibull 
parameters were evaluated for various 91- 
day means, then used in a Weibull ran- 
dom-number algorithm in conjunction with 
an exponential-correlation algorithm to syn- 
thesize daily F10.7 values. The synthetic 
values were found to be in close statistical 
agreement with actual values from the 
91-day periods. 

This work was done by John D. Vedder 
and Jill L. Tabor of McDonnell Douglas 
Corp. for Johnson Space Center For fur- 
ther information, Circle 27 on the TSP Re- 
quest Card. MSC-21815 


Paramagnetic-Salt 
Thermometer With 
Flux Pump 
and SQUID’S 

Resolution would be enhanced 
by reduction of drift, and 
magnetizing currents could 
be smaller. 

NASA's Jet Propulsion 
Laboratory, Pasadena, 
California 

The figure illustrates schematically a 
proposed paramagnetic-salt low-tempera- 
ture thermometer that would incorporate 
an improved superconducting magnetic- 
flux pump, multiple superconducting quan- 
tum interference devices (SQUID'S) as 
magnetometers, and feedback stabiliza- 
tion of magnetic flux. In comparison with 
older paramagnetic-salt thermometers, this 
one would require much smaller initial mag- 
netizing currents and would provide im- 
proved temperature resolution via suppres- 
sion of drift in the magnetic induction. 

In a paramagnetic-salt thermometer, the 
temperature is measured indirectly by meas- 
uring the magnetic induction in a paramag- 
netic salt in a known applied magnetic field 
(the magnetic susceptibility of the salt is 
a known function of temperature). Hereto- 
fore, the applied magnetic field has been 
generated initially by use of a large cur- 
rent in an electromagnet, and the field was 
maintained thereafter by trapping it in a 
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superconducting cylinder in which the salt 
and magnetometer were placed. The reso- 
lution of the temperature determined by 
this technique has been limited by a slow 
relaxation of the magnetic induction; the 
relaxation begins at the moment of initial 
trapping and continues for days. 

In the proposed apparatus, the wall of 
the superconducting cylinder would in- 
clude parallel cylindrical holes connected 
through slits to the central void. The cylin- 
der would be surrounded by a highly mag- 
netically permeable sheath, which would 
provide a low-magnetic-reluctance path to 
facilitate the initial magnetization. An elec- 
tromagnet wound on a highly permeable 
core would be inserted in the central void 
and energized while the cylinder was 
above the superconducting-transition 
temperature. Because of the low reluc- 
tance of the core and sheath, a modest 
current (< 1 A) would result in a relatively 
large magnetic induction (typically, 0.1 to 
2 T). The apparatus would then be cooled 
below the superconducting-transition tem- 
perature, the current in the electromagnet 
would be turned off and the electromagnet 
removed from the void, and the magnetic 
flux would remain trapped in the void be- 
cause of the superconductivity. 

Because the trapped magnetic induc- 
tion would be common to all of the small 
cylindrical wall cavities and the central 
void, a SQUID magnetometer or a super- 
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conducting flux-transformer input coil in 
one of the wall cavities could be used to 
monitor that induction. Another coil placed 
in another wall cavity would be energized 
to change the induction. The current ap- 
plied to the second coil could be controlled 
to compensate for changes in the meas- 
ured magnetic induction (thereby providing 
feedback stabilization of the magnetic in- 


duction) and/or modulated by a sinusoidal 
or other signal to increase the signal-to- 
noise ratios of other measurements. 

Each of the remaining wall cavities 
could contain a sample of paramagnetic 
salt and a SQUID magnetometer, so that 
one could obtain multiple temperature 
measurements. The sensitivity of the 
SQUID magnetometers (down to 10 -16 T) 


and the feedback arrangement should pro- 
vide stabilization of the applied induction 
to part in 10 15 or 10 14 during times of the 
order of seconds or days, respectively. 

This work was done by Donald M. 
Strayer and Ulf E. Israelsson of Caltech 
for NASA’s Jet Propulsion Laboratory 
For further information, Circle 48 on the 
TSP Request Card. NPO-18534 


Evaporation of Clustered Drops of Binary-Liquid Fuels 

Interactions among evaporation, diffusion in liquids, slip velocity, and other phenomena are modeled. 
NASA's Jet Propulsion Laboratory, Pasadena, California 


A report repeats and elaborates upon the 
information presented in "Diffusion of Mass 
in Evaporating Multicomponent Drops” 
(NPO-18206), NASA Tech Briefs, Vol. 16. 
No. 7 (July 1992), page 60. It is one in a 
series of reports, by the same authors, that 
discuss various aspects of the evaporation 
and combustion of sprayed liquid fuels. 

The report presents the details of a 
mathematical model of evaporation of a 
binary liquid from both dense and dilute 
clusters of drops. The liquid is assumed 
to consist of two chemical components, 
one of which is much less volatile. The 
model takes account of circulatory motion 
within the drops induced by shear from the 
flow of the surrounding gas past the drops, 
and of turbulence in the atmosphere just 
outside clusters of drops. It also takes in- 
to account the diffusion of the compo- 
nent liquids within the drops (that is, the 


drops are not assumed to be chemically 
homogeneous). 

The model enables the parametric in- 
vestigation of the effects of ambient tem- 
perature initial slip velocities between drops 
and surrounding gas, initial radii of drops, 
initial proportions of solute and solvent in 
the liquid, and initial sizes of clusters of 
drops. Although the simplifying assump- 
tions used to derive the model equations 
might result in some loss of accuracy and/ 
or of range of applicability, the resulting 
simplicity of the equations facilitates the 
study of the behavior of multicomponent 
evaporating fuels. This model can be used 
to simplify considerably more sophisticat- 
ed models of spray evaporation in dense 
regions of combustors. Since this model 
is simpler, the computational costs will be 
reduced accordingly. 

Results of computations performed with 


the model are presented. Analysis of the 
results leads to the conclusions that (1) 
when the cluster is dilute, evaporation of 
the more-volatile component is controlled 
by diffusion of the component liquids in the 
drops and (2) when the cluster is dense, 
evaporation of the more-volatile compo- 
nent is controlled by stripping of the sur- 
face layer of the drops; that is, by the rate 
of regression of the drops, which rate is 
controlled by the rate of evaporation of the 
less-volatile component. These conclu- 
sions are found to agree with experimen- 
tal observations. 

This work was done by Josette Bellan 
and Kenneth G. Harstad of Caltech for 
NASA’s Jet Propulsion Laboratory To 

obtain a copy of the report, “A Model of 
the Evaporation of Binary-Fuel Clusters of 
Drops," Circle 2 on the TSP Request 
Card. NP0-18452 
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Far-Infrared Spectrometer Measures Stratospheric Hydroxyl 

Measurements should contribute to understanding of the “ozone hole’’ in the stratosphere. 
NASA's Jet Propulsion Laboratory, Pasadena, California 


The Far Infrared Limb Observing Spec- 
trometer (FILOS) is a balloon-borne instru- 
ment that measures far-infrared emission 
from the limb of the atmosphere. It op- 
erates in two spectral channels in the 
wave-number range of 101 to 118 cm -1 , 
which range contains spectral lines of 
several molecules and radicals of current 
scientific interest. The instrument is de- 
signed primarily to obtain data on the 
distribution of hydroxyl radicals, which play 
a central role in the chemistry of ozone 
in the stratosphere. 

Depending on the orientation of a scan- 
ning mirror, the instrument views either the 
limb of the atmosphere or a reference cell 
containing a known gas at a known con- 
centration (see figure). After reflection from 
the scanning mirror, the entering radiation 
passes through a large Fabry-Fterot etalon, 
which consists of two gold-coated nickel 
meshes with a diameter of 10 cm and a 
separation of 10 cm. The separation is ad- 
justed slightly by means of voice coils (and 
monitored with linear variable-displace- 
ment transducers) to tune the etalon over 
the wave number range of interest. 

The radiation is then reflected to a chop- 
per, which directs it alternately into one, 
then the other of two Dewar flasks, each 
of which is dedicated to one of the two 
spectral channels. Each Dewar flask con- 
tains two smaller Fabry-Perot etalons 
cooled to 4 K by liquid helium, made of 
gold-coated copper mesh, with diameters 
of 2.5 cm and separations of 2 mm and 
0.1 mm, respectively. The function of these 
two etalons is to filter out a single spec- 
tral order of the large etalon, thereby defin- 
ing the spectral channel. 

Additional spectral filtering is provided 
by cooled crystals of potassium chloride, 
calcium fluoride, and quartz, and by a 
sheet of black polyethylene placed in front 
of the window of each Dewar flask to block 
near-infrared and visible light. The final 
filtered radiation is detected by gallium- 
doped germanium photoconductors mount- 
ed in integrating cavities; the outputs of 
the photoconductors are amplified by 
cooled transconductance amplifiers. The 
overall spectral resolution of the instru- 
ment is that of the large Fabry-Perot eta- 
lon, which is 0.0017 cm -1 . 

The instrument has been used thus far 
to measure emissions from OH, H 2 0, 0 3 , 
(and reference-cell emissions from HDO) 
at wave numbers near 101 cm -1 . It can 
also be equipped to measure H0 2 and 
OH at 118 cm -1 or HCI at 104 cm -1 . 

This work was done by Dean B. Peterson 
and Herbert M. Pickett of Caltech for 
NASA’s Jet Propulsion Laboratory For 
further information, Circle 58 on the TSP 
Request Card. NP0-18541 
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Self-Frequency-Doubling Glass-Fiber Laser 

Exposure to intense fundamental and second-harmonic 
radiation prepares the fiber for frequency doubling. 

Goddard Space Flight Center, Greenbelt, Maryland 


A specially prepared germanium and 
pbosphorous-doped glass optical fiber that 
is further doped with neodymium has been 
shown to act as a self-frequency-doubling 
laser. The preparation that imparts the fre- 
quency-doubling capability into the fiber is 
accomplished by simultaneous exposure 
of the fiber to coherent radiation at a wave- 
length of 1.06 /tm and its second harmonic 


at 532 nm, at an intensity of 5 GW/cm 2 for 
approximately 15 min. Thereafter, when the 
fiber is exposed to light at 1.064 /tm, its har- 
monic wavelength at 532 nm is produced. 

Previous experiments have yielded sec- 
ond harmonic conversion efficiencies in 
germanium-doped glass as high as 13 per- 
cent when the fiber was prepared and then 
subsequently illuminated by a Q-switched, 


mode-locked Nd:YAG laser lasing at 1.06 
/tm. A 5-percent conversion efficiency was 
achieved using a continuous-wave, mode- 
locked laser. By preparing a glass fiber that 
has been doped with neodymium and then 
building an oscillator around the fiber, one 
can have the fiber pumped at the 
neodymium absorption wavelength (810 
nm) and caused to lase, producing both 
the neodymium fundamental wavelength 
of 1 .064 fim and the second harmonic at 
532 nm. Mode-locking this laser (see 
figure) will produce larger fundamental in- 
tracavity intensities and therefore greater 
second-harmonic generation. The con- 
templated use of high-power laser diodes 
to generate the pump light should enable 
the development of compact sources of 
high-intensity infrared and visible light for 
terrestrial and space applications. 

The concept of the self-frequency-doub- 
ling fiber laser, with further refinements, 
could eliminate the need for the expensive, 
easily damaged, nonlinear crystals cur- 
rently used. It would thus enable one to 
avoid the loss and damage mechanisms 
associated with the interfaces of nonlinear 
crystals as well as to eliminate angle/tem- 
perature phase-matching tuning. 

The basic physics of second-harmonic 
generation in glass fibers is not completely 
understood. It has been conjectured that 
the intense radiation used to prepare the 
fiber gives rise to a periodic dc electric 
field inside the fiber and that this field 
breaks the symmetry of the glass, leading 
to a second-order dielectric susceptibility 
and thereby producing a self-organized 
phase-matching grating. This self-organ- 
ized susceptibility grating may be capable 
of conversion efficiencies greater than 
those of currently used frequency-doubling 
crystals. 

At this initial stage of development, the 
self-frequency-doubling glass-fiber laser has 
been limited by the quality of the second- 
order susceptibility grating that is "written” 
during the preparation, the available pump 
power, and the rate of absorption of the 
second harmonic Continued basic research 
on the formation and optimization of the 
gratings is necessary. 

The technology of fiber lasers is matur- 
ing, with additional rare-earth elements 
promising operation at many different wave- 
lengths. Although most of the work in fiber 
preparation has been performed at 1 .06 
fim, work is underway to determine the 
limits of frequency response with respect 
to doubling in glass. Thus far, frequency 
doubling has also been demonstrated in 
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glass-fibers operating at wavelengths of This work was done by Mark D. Selker Flight Center. No further documentation 
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Classification of Terrain in Polarimetric SAR Images 

Two algorithms — one for supervised, the other for unsupervised classification — have been tested. 
NASA’s Jet Propulsion Laboratory, Pasadena, California 


Two algorithms that process polarimet- 
ric synthetic-aperture-radar (SAR) data 
have been found effective in assigning the 
various parts of SAR images to classes 
that represent different types of terrain. 
These algorithms partially automate the in- 
terpretation of SAR imagery, reducing the 
amount of photointerpretation needed and 
putting the whole interpretation process on 
a more quantitative and systematic basis. 

The first algorithm is more advantage- 
ous when accurate data from ground sur- 
veys are available to ''train” the algorithm 
to distinguish between different types of 
terrain according to their different radar- 
polarimetric properties. This algorithm im- 
plements a Bayesian classification scheme 
that is said to be “supervised” by use of 
the training data. 

The Bayesian classification of SAR im- 
agery was described in a previous issue 
of NASA Tech Briefs. To recapitulate: the 
polarimetric data for each picture element 
are formulated into a feature vector and 
assigned to the class in which the vector 
most probably belongs by virtue of (1) the 
distance in feature-vector space between 
it and other, averagelike feature vectors 
that are considered to be representative 
of the various classes of terrain and (2) the 
a priori probability of each of these classes. 
The supervised-classification algorithm can 
be used on the full (absolute magnitude 
and phase) polarimetric data or on such 
subsets as relative magnitude and phase 
data, absolute or relative magnitude (with- 
out phase) data, or phase (only) data. 

The second algorithm is simpler. It im- 
plements a classification procedure that 


is said to be unsupervised. This algorithm 
is more advantageous when training data 
are unavailable or poorly known. This algo- 
rithm classifies the terrain in each picture 
element according to the relationship be- 


tween the polarimetric properties of the re- 
ceived signal in various states of transmit- 
ting polarization and the corresponding 
polarimetric properties of such model scat- 
terers as corner reflectors and rough di- 
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Supervised Classification Based on Full Polarimetric Data 


Unsupervised Classification Based on Simple Mathematical Models 
That Incorporate Gray Levels of the Return Power Measured With 
Horizontal Transmitting and Receiving Polarizations 


These Images Were Syn- 
thesized from polarimetric 
SAR data on the San Fran- 
cisco Bay area by algorithms 
that assign each picture el- 
ement to a class that repre- 
sents a type of terrain. 


ift best Reason You Ever Had 
10 Clean Ourlft Rats Nesi 

Now, you can manage 
hundreds of signal chan- 
nels with simple program- 
ming. Connect them. 

Change them. Verify them. 

A few minutes does it. 

Fbrget the hours and 
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Precision 

Programmable 

Patch 

Enjoy the computer con- 
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your other instruments 
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Programmable Patch. 
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make the Patch fit your 


needs today, but ex- 
pandable for tomorrow. 
Hirnkey, of course. 
With all the perform- 
ance you expect of 
Precision Filters. 


Let us give you the 
details in terms of your 
signal patching. Call, 
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help you clean out old 
problems. 




PRECISION FILTERS, INC. 
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electric surfaces. 

Both algorithms have been tested on 
SAR polarimetric data from the San Fran- 
cisco Bay area (see figure). As one would 
expect intuitively, supervised classification 
with the full polarimetric data resulted in 
the lowest probability of error. 

This work was done by Jakob J. van Zyl 
of Caltech and Jin A. Kong, Robert T. Shin, 
Harold Lim, Albert Swartz, and Simon H. 
Yueh of the Massachusetts Institute of 
Technology for NASA’s Jet Propulsion 
Laboratory. For further information, Cir- 
cle 69 on the TSP Request Card. 
NPO-18067 

Simulation of 
Fluctuating 
Geomagnetic Index 

Simulated a p data have 

statistical properties that 
resemble those of real data. 

Lyndon B. Johnson Space 
Center, Houston, Texas 

A mathematical model produces syn- 
thetic geomagnetic-index (a p ) data that in- 
clude short-term fluctuations like those of 
the real a p data. The geomagnetic index 
is a measure of geomagnetic activity: it is 
computed from measurements of fluctua- 
tions in the geomagnetic field taken at 12 
high-latitude stations every 3 hours. It is 
used in studies of interactions between the 
solar wind and the Earth, especially in 
studies of the effect of the geomagnetic 
field upon the heating of the thermosphere 
by impacts of energetic charged solar- 
wind particles. 

Older mathematical models synthesize 
moving averages of a p , reproducing the 
statistical properties of fluctuations over 
intervals much longer than 3 hours (e.g., 
a complete solar cycle of 11 years). A log- 
normal distribution is incorporated into the 
model to characterize the 3-hour a p values 
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Figure 1. Empirical Values of a p are indi- 
cated by the error bars. The solid line indi- 
cates a lognormal distribution. 


across an entire solar cycle (see Figure 
1). This distribution is combined with a 
quasi-exponential correlation. The resulting 
statistical model represents the short-term 
a p as a quasi-exponentially-correlated, log- 
normal-distributed random variable. 

As can be seen in Figure 2, synthetic 
a p data imitate real a p data quite well. An- 
alysis shows that the fluctuations in the 
synthetic a p values manifest excellent 
agreement with the historical data base 
of a p values. In addition, the first two mo- 
ments of the model statistical distribution 
match the corresponding moments of the 
real data. 

This work was done by John Vedder and 
Jill Tabor of McDonnell Douglas Corp. for 
Johnson Space Center For further in- 
formation. Circle 26 on the TSP Request 
Card. M SC-21911 

Making Optical-Fiber 
Chemical Detectors 
More Sensitive 

Efficiency increases with the 
difference in refractive indices. 
Langley Research Center, 
Hampton, Virginia 

Calculations based on the exact theory 
of the optical fiber have shown how to in- 
crease the optical efficiency and, thereby, 
the sensitivity of an active-cladding step- 
index-profile optical-fiber fluorosensor that 
uses evanescent wave coupling. Hereto- 
fore, calculations of the propagation of light 
in such a device have been based on the 
weakly-guiding and ray-optics approxima- 
tions, neither of which represents the elec- 
tromagnetic behavior realistically enough 
to be useful to improve the design. The 
weakly-guiding approximation cannot ac- 
commodate a large difference between 
the indices of refraction of the core and 
cladding. The ray-optics approximation is 
inapplicable to a few-mode fiber (a ray nec- 
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Figure 2. Real and Simulated a p data exhibit similar fluctuations. Analysis of the two 
sets of data show that they are statistically similar. 
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>- Combined GPS/Loran for improved reliability 
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Loran-C data more heavily to alleviate SA's effects. When 
SA is off, the weighting will depend on the quality of the 
data received from each system. The receiver compares 
the GPS determined position to its internal global Loran-C 
database to choose the best available Loran-C transmit- 
ters. Should GPS become unavailable, Loran Assist will 
carry on producing reliable time and frequency signals 
until GPS returns. 

Many other option modules are available to meet your 
applications' requirements. Write today or call for a FREE 

GPS brochure from ...Tke Masters of Time. 
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essarily consists of many wave modes) and to evanescent coupling 
because coupling of light between the cladding and the core is a 
wave (not a ray) phenomenon. 

An optical-fiber fluorosensor (see figure) includes a core that has 
an index of refraction n. ore and a cladding that has a smaller index of 
refraction n M . A certain length of cladding includes a matrix material 
that is permeable to the analyte (the substance that one seeks to 
detect). A substance that fluoresces selectively in the presence of the 
analyte is suspended in the matrix material. Some of the light thus 
emitted from the cladding sources is coupled via evanescent-wave 
interaction into bound electromagnetic modes in the core which is 
taken to indicate the concentration of the analyte. 

The fluorescence can be excited either by side illumination or by 
light injection along the core, which is accompanied by evanescent- 
wave excitation and coupling back into the core. The active sub- 
stance in the sensitive length of the cladding could be chemilumines- 
cent instead of fluorescent, in which case illumination from an outside 
source would be unnecessary. 

In analyzing the performance of the sensor, one considers the 
fluorescent and chemiluminescent molecules to act as infinitesimal 
electric-current sources with random phase and orientation that emit 
light at a certain frequency. The sensitivity of the sensor is measured 
in the form of the capture efficiency, which is the ratio between ( 1 ) the 
power that is injected into the core and propogates along it and (2) 
the total power emitted by the fluorescence or chemiluminescent 
sources. In order to calculate the efficiency, it is necessary to find the 
roots of a transcendental equation which are related to the propaga- 
tion constant of each mode. The equation can be solved numerically 
by a computer program. 

Numerical solutions have been obtained thus far for some spe- 
cific cases in which the cladding is infinitely thick and the fluorescent 
or chemiluminescent sources are distributed either uniformly through- 
out the cladding or else in a thin layer in the core/cladding boundary. 
The numerical results show that, among other things, the capture 
efficiency increases with n core - n clM . 

This work was done by Robert S. Rogowski of Langley Re- 
search Center and Claudio O. Egalon of the College of William and 
Mary. For further information, Circle 43 on the TSP Request Card. 

This invention is owned by NASA, and a patent application has 
been filed. Inquiries concerning nonexclusive or exclusive license for 
its commercial development should be addressed to the Patent 
Counsel. Langley Research Center [see page 22], Referto LAR-14525. 


Side 

Illumination 




illumination 
Iona the Core 


This Optical-Fiber Fluorosensor contains molecules that tluroesce when 
illuminated by suitable light in the presence of the analyte. The fluorescence is 
coupled into and launched along the core by the evanescent-wave interaction. 
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Microporous Carbon Disks for Sorption Refrigerators 

Slow, careful pyrolysis reduces variability of characteristics. 

NASA's Jet Propulsion Laboratory, Pasadena, California 



EXPERIMENTAL PYROLYSIS APPARATUS 



Disks of Polyvinylidene Chloride were held in a quartz frame in a furnace. The disks 
were heated in a controlled flow of nitrogen according to the temperature schedule 
shown in the table. 


Temperature Range 

Rate ot Change 
of Temperature 

Interval at Each Rate 

A. Ambient to 140 °C 

4.9 °C Per Hour 

24 Hours 

B. 140 °C to 160 °C 

5 °C Per Day 

4 Days 

C. 160 °C to 165 °C 

1.5 °C Per Day 

3.3 Days 

D. 165 °C to 185 °C 

5 °C Per Day 

4 Days 

E. 185 °C to 250 °C 

10 °C Per Day 

6.5 Days 

F. 250 °C to 500 °C 

20 °C Per Day 

12.5 Days 

G. 500 °C to 550 °C 

25 °C Per Day 

2 Days 

H. 550 °C to 700 °C 

50 °C Per Day 

3 Days 

1. Hold at 700 °C 


3 Days 

J. Cool to Ambient 


24 Hours 


Slow, Carefully Controlled Heating according to a schedule based on the thermochemical 
properties of polyvinylidene chloride is necessary to obtain reproducible disks of 
microporous carbon. 


Slow, carefully controlled pyrolysis has 
been found to turn polyvinylidene chloride 
disks into carbon disks that have small 
pores and large surface areas. Such disks 
exhibit the high adsorptivities that make 
them useful in krypton-sorption refrigera- 
tors. In comparison with carbons made 
from other polymers, carbons made from 
polyvinylidene chloride have greater ad- 
sorptive capacities. However, until now, 
pyrolyses of vinylidene chloride polymers 
have yielded variable carbon products with 
unpredictable microstructures, often with 
undesirably large pores. 

The variability of microstructure has 
been attributed to a thermal instability that 
includes synergistic effects of melting and 
exothermicity at intermediate temperatures 
during pyrolysis. In the new process, the 
thermal instability is controlled and, con- 
sequently, variability of the product is re- 
duced by careful control of rates of heat- 
ing, heating times, and the rate of final 
cooling. One notable feature of the tem- 
perature schedule is slow increases of 
temperature in the critical ranges of 140 
to 185 °C and 250 to 500 °C to prevent 
"runaway" exothermic reactions that would 
otherwise give rise to blisters, foams with 
relatively large pores, and cracks, instead 
of the desired microporosity. 

In a demonstration of the new process, 
small balls of Saran polyvinylidene chloride 

1 to 2 mm in diameter were dry-milled into 
100-mesh powder. The powder was com- 
pressed at 22,200 psi (153 MPa) into disks 

2 in. (5.1 cm) in diameter and in. (1 .6 cm) 
thick. The disks were supported on edge 
in a boat-shaped quartz frame within con- 
centric quartz tubes in a furnace. An at- 
mosphere of flowing nitrogen was main- 
tained in the furnace during the process 
(see figure). The temperature in the furnace 
was varied according to the schedule 
shown in the table. The hydrogen chloride 
gas given off by the polymer during pyroly- 
sis was carried away by the flowing nitro- 
gen and neutralized in a series of bubblers 
before entering a laboratory acid-exhaust 
system. 

In comparison with the polyvinylidene 
chloride disks from which they were made, 
the resulting carbon disks weighed about 
70 percent less and were about 30 per- 
cent smaller in both diameter and thick- 
ness. The density of the carbon disks was 
about 0.88 g/cm 3 . The chemical compo- 
sition included about 92 percent carbon 
and 6 percent oxygen; the remaining 2 per- 


cent included hydrogen, nitrogen, and 
such impurities as sodium chloride. 

This work was done by Lakshmi V. 
Munukutla and Mark R. Moore of Arizona 


State University for NASA’s Jet Propul- 
sion Laboratory. For further information, 
Circle 21 on the TSP Request Card. 
NPO-18238 
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Making Porous Zirconia for Heat Pipes 

The material can be used to make sintered porous wicks. 
Lyndon B. Johnson Space Center, Houston, Texas 


A batch composition and processing 
schedule was developed to produce a 
porous zirconia that has a bubble point be- 
tween 10 and 20 psi (70 and 140 kPa). The 
porous zirconia is used to make wicks for 
heat pipes. 

First, a zirconia powder that contained 
6 mole percent yttria and had a surface 
area of 10 to 15 m 2 /g, was calcined by 
heating in air at 1 °C/min to 1 ,200 °C and 
holding for 5 h. The calcined powder was 


then sieved through a 120-mesh screen. 

Next, 50 to 60 weight percent of as- 
received zirconia powder was combined 
with 40 to 50 weight percent of the cal- 
cined, sieved zirconia powder. The blend- 
ed powder was added to an organic car- 
rier (ie., binder material) to obtain an overall 
composition that included 50 to 60 volume 
percent solids. These materials were mixed 
in a high-energy shear mixer until the mix- 
ture was uniform. 


Sheets were then formed by passing the 
mixture through a two-roll mill. For bubble- 
point measurements, disks of 1-in. (2.5-cm) 
diameter were punched from sheets ap- 
proximately 0.030 in. (0.076 cm) thick. 
Sheets about 0.1 in. (0.25 cm) thick were 
used to make tubular heat-pipe wicks. 

The sheets and disks were placed in an 
oven and heated slowly in air to a tem- 
perature of about 800 °C to remove the 
binder. The parts were then heated in air 
at 100 °C/h to 1,400 °C, held at 1,400 °C 
for 5 h, and cooled to room temperature 
at 100 °C/h. The resulting sintered plate 
was cut and machined to form halves of 
tubes of D-shaped cross section. F’airs of 
halves were cemented together by use of 
a commercial zirconia-based cement to 
make 10-in. (25-cm) long tubes of porous 
zirconia (see figure). 

This work was done by Felix Liu, James 
Guiheen, and James Van Ackeren, of Al- 
lied-Signal Aerospace Co. for Johnson 
Space Center. For further information, 
Circle 25 on the TSP Request Card. 

M SC-21 872 



of porous zirconia by use of the composition 
and process described in the text. 


Books and Reports 

These reports, studies, handbooks are avail- 
able from NASA as Technical Support Pack- 
ages (TSP's) when a Request Card number 
is cited; otherwise they are available from the 
National Technical Information Service. 

Electrical Conductivity of 
Diamond up to 1,200 °C 

Results include first 
measurements of 
natural diamond and 
diamond films above 700 °C. 

A report discusses measurements of 
the electrical conductivities of two syn- 
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thetic diamond films, three synthetic dia- 
mondlike films, and two natural type I la 
diamonds at temperatures from ambient 
to 1,200 °C. The measurements were per-, 
formed to compare the electrical conduc- 
tivities of state-of-the-art diamond films 
with those of natural insulating diamond, 
particularly at temperatures above 700 °C, 
where no prior data existed. The develop- 
ment of high-temperature thermoelectric 
and thermionic energy-conversion sys- 
tems depends on the concomitant devel- 
opment of electrical insulators that exhibit 
high thermal conductivities, that are stable 
at temperatures up to at least 1 ,000 °C, 
and that do not undergo electrolysis. Dia- 
mond films synthesized by plasma-en- 
hanced controlled vapor deposition, like 
those tested, appear to offer the most 
promise of meeting these requirements. 

The measurements were made with a 
specimen holder and oven that were con- 
structed for the purpose. The holder was 
made from alumina. Wiring feedthroughs 
and connections were designed to mini- 
mize leakage currents bypassing the spec- 
imen. In this apparatus, the lower limit of 
conductivity measurements is about 10 -16 
to 10 -17 fi- 1 cm -1 . 

The resistivities of each specimen were 
measured perpendicularly through the 
plane of the specimen by use of a direct- 
current, two-probe method with a guard 
ring and volume guard. Initially, niobium 
or graphite electrodes, variously, were sput- 
tered on the specimens, but that approach 
was abandoned after it was discovered 
that the electrode materials migrated all 
over the specimens at high temperatures. 
Consequently, the conductivities meas- 
ured during cooldowns were greater than 
those measured while the temperatures 
were increasing. This deficiency was over- 
come by changing to pressure contacts, 
and platinum foils were placed between 
specimens and niobium electrodes to pre- 
vent the formation of niobium carbides. 
With pressure contacts, the conductivities 
measured during heatup and cooldown 
were identical. 

Although the electrical conductivities of 
the two synthetic diamond films were as 
much as hundreds of times that of natural 
diamond at room temperature, they were 
equal to or slightly less than the conduc- 
tivity of natural diamond at temperatures 
of 800 to 1 ,200 °C. These results suggest 
that if synthetic diamond films could be 
made essentially free of defects, they 
would probably exhibit conductivities even 
lower than that of natural diamond. 

The two synthetic diamond films (50 /cm 
thick on molybdenum, and 6 |tm thick on 
silicon, respectively) retained their dia- 
mond nature after exposure to 1 ,200 and 
800 °C, respectively, and remained well 


bonded to their substrates. At those tem- 
peratures, the conductivities of these two 
specimens were approximately 3X10 -5 
and 4x10' 6 O -1 cm -1 , respectively. Ac- 
tivation energies calculated from the con- 
ductivities of the two synthetic diamond 
films as functions of temperature were 
found to be 1 .8 eV and 0.9 eV, respective- 
ly. The activation energies of the type I la 
natural diamonds, calculated in a similar 
manner, were both 1.4 eV, in substantial 


agreement with prior values of 1.4 to 1.6 
eV for type-1 natural diamonds. 

This work was done by Jan W. 
Vandersande and Leslie D. Zoltan of Cal- 
tech for NASA’s Jet Propulsion Labora- 
tory. To obtain a copy of the report, ‘ ‘High 
Temperature Electrical Conductivity 
Measurements of Natural Diamond and 
Diamond Films,'' Circle 17 on the TSP Re- 
quest Card. 

NPO-18396 
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ming your own plots using Graphic's high-level calls 
lets you communicate ideas, not just make pictures. 
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508 N. Kentucky St., Kingston, TN 37763 
(800) 998-1571 FAX; (61 5) 37641 46 



i mode In 00*26) 


Current Drtve Efficiency 


C.-.MM *-«iI 



<0>-! T i 


For More Information Circle No. 517 




UNPARALLELED 
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• Quick and cost-effective custom molding 
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Computer Programs 


COSMIC: Transferring NASA Software 

COSMIC, NASA'S Computer Software Management and Information Center, distributes software developed with 
NASA funding to industry, other government agencies and academia. 

COSMIC's inventory is updated regularly; new programs are reported in Tech Briefs For additional information on 
any of the programs described here, circle the appropnate TSP number. 

If you donl find a program in this issue that meets your needs, call COSMIC directly for a free review of programs 
in your area of interest You can also purchase the annual COSMIC Software Catalog, containing descnptions and 
ordering information for available software 

COSMIC is part of NASA's Technology Transfer Network 


COSMIC®— John A. Gibson, Director. 

Phone (706) 542-3265; FAX (706) 542-4807 
The University of Georgia, 382 East Broad Street. 
Athens. Georgia 30602 
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All New! 


The first fully-automatic solid mesh generator 
that works from a surface mesh. 

Unlike others, Hypergen lets you precisely specify the mesh. This feature not only 
provides full control but also enhances Algor’s fit into your CAD/CAM environment. 


A 

Using Algor, create the basic wireframe geometry, add surfaces 
and do intersections. You can exchange wireframe or surfaces 
with major CAD/CAM systems'. The basic geometry and 
surfaces can be Fully Parametric allowing you to create your 
model faster and perform more design iterations in a given 
amount of time. 

B 

Trim the surfaces to create the final pari. Note the parameters 
that determine the mesh density. You can exchange the model 
with major CAD/CAM systems. 

c 

Algor creates the surface mesh based on the parametric 
geometry and mesh parameters. No other system gives you 
this full control over the final surface mesh. You can exchange 
this surface mesh with major CAD/CAM systems. If desired, add 
FEA loads and boundary conditions to the original surface mesh 
without effecting the solid mesh. 

D 

Process the surface mesh through Hypergen to create the 3-D, 
solid, tetrahedral mesh. We have removed some elements to 
highlight the tetrahedra. 

E 

Display the final design. You control the mesh gradients for true 
'WYSIWYG" (what you see is what you get) results. Use Algor’s 
EAGLE engineering environment for fully adaptive meshing 

F 

You can use this model for a wide variety of design options, or 
analyze it using Algor's full range of FEA processors. This 
example shows a von Mises Stress contour. Note the use of the 
new 'slice' command to see stress levels within the solid model. 
You can export this model to any other vendor’s finite element 
analysis program " using Algor's well documented neutral file 
format. 


• Import from and export to such systems as those trom Parametric Technologies 
Corporation, Computervision. Autodesk. Arles Technology. Inc., IBM, SDBC, Inter- 
graph. ** Such as systems from The MacNeal-Schwendler Corporation, Structural 
Research & Analysis Corp., Swanson Analysis Systems, Inc., PDA Engineering. 
Copyrtght © 1993 Algor, Inc 


Now every company can 
have world class design 
software with world class 
engineering built in. 

Algor is a world leader in engineer- 
ing design and analysis software. 
More than 10,000 engineers in 50 
states and more than 60 countries 
prefer Algor software's modeling 
and engineering power. 

• Linear stress, vibration and natural 
frequency, steady-state and 
transient heat transfer, nonlinear 
heat transfer, steady-state and 
transient fluid flow, composite 
elements, electrostatic 

• High-end nonlinear stress, 
vibration and natural frequency 
finite element analysis 

• ASME piping analysis with code 
checking 

• Kinematics and rigid-body 
dynamics 


♦ R LG DR 

1 50 Beta Drive 

Pittsburgh, PA 15238-2932 USA 
412-967-2700 Fax: 412-967-2781 
In California: 714-564-2541 
Europe (UK): +44 (784) 442 246 
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Computer Programs 

These programs may be obtained at a very 
reasonable cost from COSMIC, a facility spon- 
sored by NASA to make computer programs 
available to the public. For information on 
program price, size, and availability, circle the 
reference number on the TSP and COSMIC 
Request Card in this issue 



Electronic Components 
and Circuits 


Scattering-Matrix Program 
for Circular Waveguide 
Components 

Step discontinuities, 
corrugated sections, and 
horns can be analyzed. 

Accurate computer modeling of passive 
circular waveguide components is often 
required in designing them for optimum 
frequency response and/or determining 
the tolerances required of them to meet 
radio-frequency specifications. Many cir- 
cular waveguide devices can be represent- 
ed either exactly or approximately by series 
of circular waveguide sections that have 
common axes. In addition, smooth tapers 
and horns of arbitrary profile can be ap- 
proximated by series of small steps. The 
Scattering Matrix Program for Circular 
Waveguide Junctions (CWGSCAT) com- 
putes the scattering matrices of a series 
of circular waveguide sections. These sec- 
tions must have the same axis, but the 
radius and length of each section is com- 
pletely arbitrary. 

Devices that can be analyzed include 
a simple waveguide step discontinuity (like 
that used in a dual-mode horn), a stepped 
matching section, or a corrugated wave- 
guide section with varying slot depth. Cer- 
tain types of corrugated horns can also be 
analyzed with this program. The mathe- 
matical model used in the program ac- 
curately predicts the reflection and trans- 
mission characteristics of such devices, 
taking account of excitation in modes of 
higher order (if it occurs) and of multiple 
reflections and stored energy at each 
discontinuity. 

For a device that is so large with respect 
to wavelength that many modes can prop- 
agate in it, one might need to compute the 
reflection and transmission properties of 
a mode or series of modes of higher order. 
Interactions that give rise to such modes 
are represented best by defining a scat- 
tering matrix for the device The matrix can 
be determined by matching modes at each 
discontinuity. The results of the calcula- 
tions for individual discontinuities are then 
cascaded to get the matrix for the entire 
device. 
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CWGSCAT is written in FORTRAN to run 
on IBM computers and compatibles run- 
ning MS-DOS. It requires 355 Kb of ran- 
dom-access memory. The standard distri- 
bution medium is a 5.25-in. (13.34-cm), 360K 
diskette in MS-DOS format. CWGSCAT was 
developed in 1987 and last updated in 
1991. This program is a copyrighted work 
with all copyright vested in NASA. 

IBM is a registered trademark of Inter- 
national Business Machines. MS-DOS is 
a registered trademark of Microsoft Corp. 

This program was written by Daniel J. 
Hoppe of Caltech for NASA’s Jet Propul- 
sion Laboratory. For further information, 
Circle 86 on the TSP Request Card. 
NPO-18708 


Physical Sciences 


Calculating Flows With 
Interfering Shock Waves 

The Equilibrium Air 
Shock Interference (EASI) 
program takes account of the 
dissociation of air molecules. 

New research on such hypersonic ve- 
hicles as the National Aero-Space Plane 
(NASP) has raised concerns about the ef- 
fects of interference of shock waves on 
various components of the structures of 
these craft. State-of-the-art aerothermal- 
analysis software is often inadequate to 
predict local flows and fluxes of heat in 
regions of extremely high velocity gradient 
and heat transfer; for example, where an 
Edney-type supersonic jet impinges on a 
surface. 

EASI is a computer program that revives 
and updates older computational methods 
for calculating an inviscid flow field and 
the maximum heating from interference of 
shock waves. The program expands these 
methods to solve problems that involve the 
six shock-wave interference patterns on a 
two-dimensional cylindrical leading edge 
(representing, for example, the scramjet 
cowl of the NASP) with an equilibrium, 
chemically-reacting gas mixture. 

The inclusion of gas chemistry enables 
the more accurate prediction of the maxi- 
mum pressure and heating loads by ac- 
counting for the effects of high temperature 
on the mixture of gases that constitutes 
air. Caloric imperfections and dissociation 
of chemical species in hot air cause shock- 
wave angles, flow-deflection angles, and 
thermodynamic properties to differ from 
those calculated by a mathematical model 
of a calorically perfect gas. EASI contains 
pressure- and temperature-dependent ther- 
modynamic and transport properties to de 
termine rates of heating, and uses either 



a calorically-perfect-air model or an 11- 
specie, 7-reaction-air model at equilibrium 
with temperatures up to 15,000 K for cal- 
culation of the inviscid flow field. 

EASI solves for the flow field and the 
associated maximum surface pressure 
and heat flux for six types of shock-wave 
interference. Depending on the type of in- 
terference, the program solves for shock- 
wave/boundary-layer interaction, expansion- 
fan/boundary-layer interaction, attaching 
shear layer, or impingement of supersonic 
jet. Heat-flux predictions require a knowl- 
edge (from experimental data or relevant 
calculations) of a pertinent length scale of 
the interaction. Output files contain infor- 
mation on the flow field for the various 


shock-wave interference patterns and their 
associated maximum predicted surface 
pressures and heat fluxes. 

EASI is written in FORTRAN 77 for a 
DEC VAX 8500-series computer that uses 
the VAX/VMS operating system, and re- 
quires 75K of memory. The program is 
available on a 9-track, 1,600-bit/in. (630-bit/ 
cm) magnetic tape in DEC VAX BACKUP 
format. EASI was developed in 1989. 

DEC, VAX, and VMS are registered trade- 
marks of the Digital Equipment Corp. 

This program was written by Christopher 
E. Glass of Langley Research Center 
For further information, Circle 60 on the 
TSP Request Card. 
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Mathematics and 
Information Sciences 


Time Warp Operating 
System, Version 2.5.1 

TWOS supports the parallel 
simulation of discrete events. 


The Time Warp Operating System (TWOS) 
is a special-purpose computer program 
designed to support the parallel simulation 
of discrete events. TWOS is a complete 
implementation of the Time Warp software 
mechanism, which implements a distribut- 
ed protocol for virtual synchronization based 
on the rollback of processes and the an- 
nihilation of messages. Version 2.5.1 sup- 
ports simulations and other computations 
in which both virtual time and dynamic 
load balancing are used; it does not sup- 
port general time-sharing or multiprocess 
jobs in which conventional message syn- 
chronization and communication are used. 
The program utilizes the underlying re- 
sources of the operating system. 

TWOS runs a single simulation at a time, 
executing it concurrently on as many proc- 
essors of a distributed system as are al- 
located. It is necessary to decompose the 
simulation only into objects (logical proc- 


esses) that interact through time-stamped 
messages. TWOS provides transparent syn- 
chronization. The user does not have to add 
any more special logic to aid in synchroni- 
zation, nor give any synchronization ad- 
vice, nor even understand much about 
how the Time Warp mechanism works. 

The Time Warp Simulator (TWSIM) sub- 
directory contains a sequential simulation 
engine that is interface-compatible with 
TWOS. This means that an application de- 
signer and programmer who wish to use 
TWOS can generate a prototype of code 
on TWSIM on a single processor and/or 
workstation before having to deal with the 
complexity of working on a distributed sys- 
tem. TWSIM also provides statistics about 
the application program that may be help- 
ful in determining the correctness of that 
program and in achieving good perform- 
ance on TWOS. Version 2.5.1 includes an 
updated interface that is not compatible 
with that of Version 2.0. 

The TWOS user manual assists the sim- 
ulation programmer in the design, coding, 
and implementation of simulations of dis- 
crete events running on TWOS. The man- 
ual also includes a practical user's guide 
to the TWOS application benchmark pro- 
gram Colliding Pucks. 

TWOS supports simulations written in 
the C programming language. It is designed 



We've put cost and schedule 
together so you don't have to. 


Now you no longer have to spend extra time matching 
multiple software packages that claim to integrate all your 
project data. P/X™, the windows-based sequel to PSDI's 
award-winning PROJECT/2®, is the first project management 
system to integrate cost and scheduling in one core product 
for your desktop. 


PROJECT/2 is a registered trademark and P/X is a 
trademark of Project Software & Development, Inc., 
20 University Road, Cambridge, MA 02138. 


P/X supports . . . 

• Integrated Cost / Schedule 
•Multiproject 

• Multiplatform 

• SQL Compliance 

• DoD and NASA Requirements 

• Engineering Resource Management 


Call us today for a free 
P/X demo diskette: 

1-800-366-7734 
or Fax: 1-617-661-1642 


to run on the Sun3/Sun4-series computers 
and the BBN "Butterfly" GP-1000 com- 
puter. The standard distribution medium for 
this package is a 0.25-in. (6.35-mm) tape 
cartridge in TAR format. TWOS was de- 
veloped in 1989 and updated in 1991. This 
program is a copyrighted work with all 
copyright vested in NASA. 

Sun3 and Sun4 are trademarks of Sun 
Microsystems, Inc. 

This program was written by Steven F. 
Bellenot, John S. Gieselman, Lawrence R. 
Hawley, Judy Peterson, Matthew T. Presley, 
Peter L. Reiher, Paul L. Springer, John R. 
Tupman, John J. Wedel, Jr., Frederick P 
Wieland, and Herbert C. Younger of Cal- 
tech for NASA’s Jet Propulsion Labora- 
tory. For further information, Circle 71 on 
the TSP Request Card NPO-18692 

PATSTAGS: PATRAN-to- 
STAGSC-1 Translator 

Data from finite-element 
mathematical models 
are translated for use 
in other programs. 

The PATSTAGS computer program trans- 
lates data from a PATRAN finite-element 
mathematical model into STAGS (Struc- 
tural Analysis of General Shells) input 
records to be used for engineering anal- 
ysis. The program reads data from a 
RATRAN neutral file and writes STAGS in- 
put records into a STAGS input file and a 
UPRESS data file. It can support transla- 
tions of nodal constraints, and of nodal, 
element, force, and pressure data. 

PATSTAGS uses three files: the PATRAN 
neutral file to be translated, a STAGS in- 
put file, and a STAGS pressure-data file. 
The user provides the names of the neutral 
file and the desired names of the STAGS 
files to be created. The pressure-data file 
contains the element-live-pressure data 
used in the STAGS subroutine UPRESS. 

PATSTAGS is written in FORTRAN 77 for 
DEC VAX-series computers running VMS. 
The main memory requirement for execu- 
tion is approximately 790K of virtual mem- 
ory. Output blocks can be modified to put 
out the data in any desired format, enab- 
ling the use of the program to translate 
model data to analysis codes other than 
STAGSC-1 (HQN-10967). This program is 
available in DEC VAX BACKUP format on 
a 9-track magnetic tape or TK50 tape car- 
tridge. Documentation is included in the 
price of the program. PATSTAGS was de- 
veloped in 1990. 

DEC, VAX, TK50, and VMS are trade- 
marks of Digital Equipment Corp. 

This program was written by Neil Otte 

of Marshall Space Flight Center For fur- 
ther information, Circle 6 on the TSP Re- 
quest Card. MFS-27262 
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Mechanics 


Theory of Damping in Composite Laminates 

The effects of temperature, moisture, asymmetries, and anisotropies are included. 


Lewis Research Center, Cleveland, Ohio 


An integrated mathematical model pre- 
dicts the vibration-damping properties of 
a laminated fiber/matrix composite ma- 
terial from the micromechanical level to 
the laminate level. The model is more gen- 
erally applicable than prior models have 
been in that it accounts simultaneously for 
a wider, more realistic variety of laminate 
configurations and physical phenomena, 
including asymmetrically oriented plies, 
anisotropic fiber damping properties, hy- 
gral and thermal effects, and coupling 
among hygral, thermal, and mechanical 
effects. 

The hygral/thermal/mechanical coupling 
is particularly important. Polymeric matrix 
materials are sensitive to variations in mois- 
ture and temperature. Because they tend 
to exhibit low thermal conductivities and 
high damping, they tend to heat up when 
vibrated for long times. In such cases, ther- 
mal and hygral loads affect vibrational char- 
acteristics, while vibrational responses can 


induce thermal loads and thereby alter the 
laminate temperature. 

The integrated mathematical model rep- 
resents an extension, to composite angle 
plies and laminates, of a previous model 
for the in-plane and out-of-plane normal 
damping and the in-plane and out-of-plane 
shear damping of a composite ply. The 
previous (micromechanics) model includ- 
ed the effects of anisotropic dissipative 
properties, friction due to broken fibers, and 
hygrothermal effects on elastic and damp- 
ing properties. In the integrated model, the 
specific damping capacity of a laminate 
is calculated from the damping contribu- 
tions of the individual plies and of the in- 
terply damping layers between them. 
Fourier's heat-transfer law is used to solve 
the steady-state heat-transfer problem, in- 
cluding the effects of dissipation of vibra- 
tional energy within the composite and the 
transfer of heat to the environment. The 
interactions among the distribution of tem- 



The Flexural Specific Damping Capacity 

of a (0/-0/0...) angle-ply laminate (where 0 
is the ply angle) as a function of 0 was pre- 
dicted by the model and reported meas- 
ured data. 


perature, the hygral effects, and the me- 
chanical properties in the case of steady 
vibrations is computed by an iterative 
scheme that converges rapidly. 

The overall accuracy of the model has 
been demonstrated through various case 
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studies and correlations with available 
measurements (see figure). These studies 
show that with the exception of longitudinal 
normal damping, the composite damping 
is controlled mainly by the matrix. Temper- 
ature and moisture appear to have signifi- 
cant effects on the matrix-controlled com- 
posite damping capacities. Off-axis damp- 
ing was found to vary significantly with the 
ply angle, signifying wide margins for tailor- 


ing damping. The laminate damping de- 
pends on laminate configuration, ply orien- 
tation, and loading. Variations in these 
parameters may dramatically change the 
damping of the laminate. The laminate 
damping was found sensitive to variations 
in temperature and moisture. 

This work was done by D. A. Saravanos 
and C. C. Chamis of Lewis Research 
Center Further information may be found 


in NASA TM-102329 [N90-10185], "Me- 
chanics of Damping for Fiber Composite 
Laminates Including Hygro-Thermal Ef- 
fects." 

Copies may be purchased [prepayment 
required] from the National Technical In- 
formation Service, Springfield, Virginia 
22161, Telephone No. (703)487-4650. Rush 
orders may be placed for an extra fee by 
calling (800) 33&4700. LEW-15097 


One-Equation Algebraic Model of Turbulence 


A length scale is not needed. 

Ames Research Center, Moffett Field, California 


A one-equation model of turbulence is 
based on the standard equations of the k-e 
model of turbulence, where k is turbulent 
energy and e is the rate of dissipation of k. 
The derivation of the one-equation model 
was motivated partly by the inaccuracies 
of flows computed by some Navier-Stokes- 
equations-solving algorithms that incorpo- 
rate algebraic models of turbulence. The 
one-equation model also satisfies a need 
to avoid having to determine algebraic 
length scales: in problems that involve mul- 
tiple shear layers, the determination of 
algebraic length scales is cumbersome 
and unreliable. 

The derivation of the one-equation model 
begins with the k-e equations and with the 
definition of a turbulence Reynolds num- 


ber, R t = k 2 lve, where v is the kinematic 
viscosity. By taking various combinations 
of the k-e equations, omitting some terms, 
and making some approximations, one ob- 
tains an equation for the evolution of the 
field variable vR T . This equation includes 
convective, source, and diffusive terms. 

If certain terms in the equation for the 
evolution of k are neglected, this equation 
becomes a self-consistent mathematical 
model that should be a valid approxima- 
tion over a major portion of a shear layer. 
In a test of its ability to predict flow near 
a wall, the model was calibrated on the 
basis of the well-established properties of 
the flow over a flat plate, and its predic- 
tions were compared with those of other 
models. As shown in the example of Figure 
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Figure 1 . Coefficients of Pressure on an air- 
foil as predicted by use of two mathematical 
models of turbulence are compared with 
measured values. 
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1 , the one-equation model performed better than did a prior 
algebraic model. 

If certain other terms in the equation for the evolution of the 
field variable vR r are neglected, this equation becomes a one- 
equation model for the evolution of R r in free shear layers. 
Figure 2 shows the results of the application of this model to a 
self-similar wake flow, along with the corresponding prediction 
of a constant-eddy-viscosity algebraic model of turbulence 
and with data from an experiment. In Figure 2, u is the 
streamwise velocity, and u 0 is the value of u at the centerline. 

This work was done by B. S. Baldwin and T.J. Barth of Ames 
Research Center. Further information may be found in NASA 
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Figure 2. Values of u/u 0 in a Self-Similar 

Wake Flow as computed with the help of the 
one-equation and constant-eddy-viscosity 
models are compared with measured values. 


Easy-to-Use Connector 

Parts can be joined despite 
imprecise initial alignment. 

Lyndon B. Johnson Space Center, Houston, Texas 

A quick-connect/disconnect mechanism consists of two 
mating assemblies that can be put together easily, even when 
they are initially misaligned by fairly large amounts. The 
mechanism can be used as an electrical- or fluid-connection 
interface. It can be operated by humans or robots when fast 
connections must be made without precise positioning - for 
example, on offshore oil rigs, ship-to-dock links, nuclear facili- 
ties, and aircraft at loading gates. 

The two assemblies are an approximately conical plug and 
a receptacle that contains a thick hexagonal-cross-section 
axial pin (see figure). As the plug is brought into initial contact 
and approximate alignment with the receptacle, its conical 
surface interacts with the mating surface of the receptacle to 
generate a torque that tends to align it axially with the recep- 
tacle. As the plug is inserted farther, the approaching mating 
surfaces interact to bring the plug and receptacle into align- 
ment with respect to rotation about the axis of the cone. The 
interface can accommodate misalignments as large as 30° 
between the axes, ± 1 5° in rotation about the aligned axes, and 
1 % in. (44 mm) in lateral translation. Once the plug is fully 
inserted, three latches on its periphery engage a groove in the 
receptacle, thereby securing the interface. Torque-reacting 
pins prevent the secured plug from turning about the disc. The 
interface can withstand a torque of 500 Ib-ft (678 N*m) and a 
force at 925 lb (about 4.1 1 kN). 

This work was done by William D. Wightman and Michael 
GernhardtofOceanerring Space Systems for Johnson Space 
Center. For further information, Circle 79 on the TSP Request 
Card. MSC-21945 
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Algorithm for Finer Resolution 
of Position of Shock 

The position is resolved more finely than pressure 
transducers are spaced. 

Lewis Research Center, Cleveland, Ohio 


A proposed algorithm would compute 
the streamwise position of the terminal 
aerodynamic shock in the inlet of an en- 
gine of a supersonic airplane. Such an al- 
gorithm is needed because a signal repre- 
sentative of the position of the shock must 
be made available to the propulsion-control 
system of the airplane to ensure proper 
operation of the inlet. 


A number of pressure transducers ar- 
rayed over the range of expected shock 
positions can be incorporated into the wall 
of the inlet. The location of the shock along 
the wall can be assumed to be that of the 
transducer that measures the minimum 
relative pressure (see Figure 1). In the ab- 
sence of further processing of the meas- 
urements, the resolution of this method is 



Figure 1. These Distributions of Normalized Pressure were measured in a supersonic 
inlet at various back pressures. The bottom curve is common to all distributions up 
to the point of minimum pressure, where the shock is located. (Note: P e = exit static 
pressure: P t = inlet total pressure.) 
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limited to the spacing between transduc- 
ers. While acceptable resolution could be 
achieved by use of many transducers, the 
cost and complexity of the system would 
be increased, and reliability would be re- 
duced. The proposed algorithm would 
compute the position of the shock with a 
resolution much finer than the spacing be- 
tween transducers and require neither an 
increase in the number of transducers nor 
any other change in the pressure-meas- 
uring equipment. 

Before explaining the algorithm, it is nec- 
essary to explain the dependence of the 
pressure measured by any given transduc- 
er in the array upon the position of the 
shock (see Figure 2). If the shock lies up- 
stream of the transducer and shifts down- 
stream toward the transducer, then this 
pressure decreases. When the shock reach- 
es the transducer, the pressure reaches 
a plateau and thereafter remains at the 
constant plateau value if the shock shifts 
further downstream.The pressure-vs.-shock- 
position curve for each transducer is deter- 
mined by calibration measurements. 

The proposed algorithm is based on the 
use of the nonconstant segments of the 
pressure-vs.-shock-position curves, each 
of which is unique to its transducer. In prin- 
ciple, one could use the pressure meas- 
ured by any transducer downstream of the 
shock, together with the nonconstant seg- 


ment of its curve, to compute the location 
of the shock. However, to obtain the most 
precise and reliable result, one should use 
the output of whichever transducer lies 
just downstream of the shock; that is, the 
upstream-most transducer that indicates 
a pressure above its plateau level. It is a 
straightforward task to devise an algorithm 
that can identify this transducer, then use 
its curve to compute the position of the 
shock. 

The transducer-identification step of the 
algorithm would be equivalent to the rela- 
tively coarse determination of the location 
of the shock within a tolerance of one 
transducer spacing, as in the prior mini- 
mum-finding method. The algorithm could 
be made robust by requiring that the re- 
finement in position computed by use of 
the curve lie within one transducer spac- 
ing of the transducer being used, or else 
the computed position would be deemed 
to be the coarse transducer position. The 
robust algorithm would thus yield a result 
at least as accurate as that of the prior 
minimum-finding method, even if the cali- 
brations were incorrect. 

This work was done by Miklos Sajben 
of McDonnell Douglas Corp. for Lewis 
Research Center. For further informatbn, 
Circle 76 on the TSP Request Card. 
LEW-15167 



Figure 2. The Pressure Measured by Each Transducer varies with the position of the 
shock relative to the transducer. 




Shape-Memory-Alloy 
Release Mechanism 

This electrically activated mechanism would 

not have the disadvantages of pyrotechnic mechanisms. 

Lyndon B. Johnson Space Center, Houston, Texas 

A release-nut mechanism would be acti- 
vated by electric current applied to a shape- 
memory alloy. Like a pyrotechnic release 
NASA Tech Briefs, March 1993 


mechanism, it would separate attached 
objects quickly by remote control. How- 
ever, unlike pyrotechnic devices, it would 
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not create a hazard or cause damage. 

The release nut would be mounted in 
a housing that would also contain a piston, 
a hollow cylinder of the shape-memory alloy, 
and a heater inside the hollow cylinder (see 
figure). The nut would be segmented longi- 
tudinally. A shearpin would join each seg- 
ment to the piston. A bolt on the attached 
object would be screwed into the nut. 

The shape-memory alloy, composed of 
nickel and titanium, can be bent, com- 
pressed, or otherwise deformed, and holds 
the shape thus produced until heated 
above a threshold temperature. It then re- 
turns to its original shape. The hollow 
shape-memory cylinder of the release-nut 
assembly would be compressed axially 
before insertion. To initiate release, an elec- 
trical current would be applied to the heat- 
er. The temperature of the hollow shape- 
memory cylinder would then rise above 
the threshold, causing the cylinder to elon- 
gate to its original length. In so doing, it 
would push against the piston. The upward 
motion of the piston would break the shear- 
pins. After further upward motion, the 
ledges on the inner surface of the piston 
and the outer surface of the nut would 
clear each other. The segments of the nut 
would then be free to move radially out- 
ward to the limit of clearance of the ledges. 


This outward motion would exceed the 
depth of the threads, so that the bolt would 
be freed from the nut. 

Unlike pyrotechnic release mechanisms, 
the shape-memory release-nut mechanism 
would be unaffected by moisture or vacu- 
um; it could be actuated underwater or in 
outer space. It would require a sustained 
current that would last 5 seconds or longer, 
and thus would be insensitive to electro- 
magnetic interference. The mechanism 
could also be reused. The shape-memory 
cylinder could be recompressed and rein- 
stalled in an assembly with new shearpins. 
With care, it could be used for thousands 
of release cycles. Moreover, unlike a pyro- 
technic device, it would not create a shock 
that would disturb sensitive instruments, 
and it would not generate combustion pro- 
ducts, high temperature, and pressure. 

This work was done by Darin McKinnis 
of Johnson Space Center. For further in- 
formation, Circle 73 on the TSP Request 
Card. 

This invention is owned by NASA, and 
a patent application has been filed. In- 
quiries concerning nonexclusive or ex- 
clusive license for its commercial develop- 
ment should be addressed to the Patent 
Counsel, Johnson Space Center [see page 
22]. Refer to MSC-21935. 
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Generating Grids for Computing Flow in a Manifold 

An established computer code is modified to apply it to complicated shapes. 


Marshall Space Flight Center, Alabama 


Grids for computing flows in a manifold 
of complicated shape have been generat- 
ed by use of a modified version of the 
geometry module of the LWIND computer 
code. The manifold in question is the liquid- 
oxygen T-manifold of the main engine of 
the Space Shuttle, and the flows were 
computed in the effort to understand 4-kHz 
oscillations that are observed in practice. 
The modified grid-generating code can be 
adapted to other computations of flows in 
different geometries. 

The simulation of flow in the liquid-oxy- 
gen T-manifold was performed by use of 
the FDNS fluid-dynamical computer code, 
which requires a three-dimensional mesh 
of grid points on each surface and in the 
interior of the flow volume. It would have 
been difficult to generate grids for the com- 
plicated T-manifold geometry by use of any 
of the previously available grid-generation 
codes. The modified grid-generating code 
was developed to represent accurately all 
the geometric features of the manifold in 
detail (see figure), and was designed to 
facilitate recomputation of grids for changed 
manifold geometries. 

In modifying the LWIND grid-generating 
module, most of the generalized-geometry 
features of the code were replaced by 
equations that describe surfaces of 
specific parts of the manifold. Lines of in- 
tersections of surfaces (where parts fit 
together) were represented by solutions 
(algebraic or, where applicable, iterative) 
of the simultaneous equations that describe 
the intersecting surfaces. The body-fitted 
coordinates thus generated were blended 
trilinearly to generate interior grid points. 

The code generates the Cartesian coor- 
dinates of each grid point and downloads 



Part of the Inlet to the T-manifold and a split- 
ter vane in the inlet are examples of the com- 
plicated shapes that the grid-generating 
computer code must represent accurately. 


them to a data file for use by any appli- 
cable flow-simulating computer code. Be- 
cause of the symmetry of the T-manifold, 
the code was required initially to generate 
only half of all grid points; the points of the 
other half could then be generated by 
making a mirror image of those of the first 
half. 

This work was done by Peter G. 


Anderson of SECA, Inc., for Marshall 
Space Flight Center For further informa- 
tion, Circle 16 on the TSP Request Card. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Marshall 
Space Flight Center [see page 25], Refer 
to MFS-26133. 
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Self-Aligning Mechanical and Electrical Coupling 

Mechanical and electrical connections are secured with a single rotary actuator. 


Goddard Space Flight Center, Greenbelt, Maryland 


Figure 1 shows the two mating assem- 
blies of a mechanical and electrical coup- 
ling. Like many other such couplings in- 
vented in recent years and described in 
NASA Tech Briefs, this one is designed to 
align itself and to be so easy to use that 
a robot can operate it. 

Chamfers on the housing of the upper 
assembly and mating chamfers on the V- 
groove blocks of the lower assembly pro- 
vide coarse initial alignment as the assem- 
blies are brought into proximity. As the two 
assemblies are driven closer together, a 
splined rotary driver enters a mating splined 
cavity in a rotatable bolt in the lower as- 
sembly. Firm contact between the assem- 
blies occurs when the rollers on the up- 
per assembly settle into the V-grooves. The 
rollers and grooves taken together consti- 
tute a kinematic mount that assures preci- 
sion alignment. 

Immediately following initial soft contact 
between the assemblies, the lower end of 
the splined driver lies below an undercut 
in the splined cavity. The driver is rotated, 
thereby rotating the bolt via the spline con- 
nection. As shown in Figure 2, the bolt 
engages a large captive nut that is free 



Figure 1. The Rollers and V-Grooves enforce 
the required alignment when the upper and 
lower assemblies are brought into firm 
contact. 

to translate up and down but not to rotate; 
the bolt is also spring-loaded downward. 
The initial rotation in the direction of tight- 


ening causes the bolt to move downward 
in the nut until the tops of the splines on 
the driver make contact with the undercut. 
This contact prevents further downward 
motion of the bolt. The spring force is now 
transferred via this contact to the upper 
assembly and provides a preload between 
the rollers and the V-grooves. Thus, the 
two assemblies are spring-preloaded in a 
kinematic clamp. 

Further tightening rotation causes the 
nut to move upward. Male electrical con- 
nectors are mounted on the bolt, facing 
corresponding female electrical connec- 
tors in the upper assembly. Via cams and 
associated actuators (not shown in the fig- 
ures), the upward motion of the nut causes 
dust covers over the electrical assemblies 
to open, exposing the electrical connec- 
tors. Continued upward motion brings the 
sets of mating connectors together. The 
disconnection sequence is simply the re- 
verse of the connection sequence. 

This work was done by John M. Vranish 
of Goddard Space Flight Center For fur- 
ther information, Circle 92 on the TSP Re- 
quest Card. 
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This invention is owned by NASA, and a patent application 
has been filed. Inquiries concerning nonexclusive or exclu- 
sive license for its commercial development should be ad- 
dressed to the Patent Counsel, Goddard Space Flight Center 
[see page 22], Refer to GSC- 13430 



Figure 2. The Mechanism Inside the Lower Assembly provides 
spring preload between the two assembles plus mating of electrical 
connectors, all actuated by rotation of the driver engaged with the bolt 
via splines. 

Mechanism Guides Hatch 
Through Hatchway 

The mechanism eases positioning on 
either side of the bulkhead. 

Lyndon B. Johnson Space Center, 

Houston, Texas 

Figure 1 illustrates an approximately elliptical hatch de- 
signed to move through the hatchway to make a pressure- 
assisted seal with either side of the bulkhead. A compact 
three-degree-of-f reedom mechanism guides the hatch through 
the hatchway or holds the hatch off to one side to facilitate the 
passage of crew and/or equipment. Hatches and mechanisms 
of this type could be used in submarines, pressure chambers 
(including hyperbaric treatment chambers), vacuum cham- 
bers, and vacuum-or-pressure test chambers. 

Because of the pressure-assisted seal, the hatch cannot be 
opened accidentally until the pressure or vacuum on both 
sides is equalized. To prepare to move the hatch to the other 
side of the bulkhead, one first translates the hatch away from 
the bulkhead, then rotates the hatch about an axis perpendicu- 
lar to its sealing plane to align its minor diameter parallel with 
the major diameter of the hatchway so that it can fit through the 
hatchway. After it has been passed through the hatchway, the 
hatch is again rotated about its own axis to align its major 
diameter with that of the hatchway. The hatch can then be 
translated and rotated into sealing contact with the bulkhead 
on the other side. 
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Figure 1 . The Hatch Is Equipped with a guiding mechanism that 
includes an eccentrically mounted ring attached via spindles to a yoke, 
which is, in turn, attached to the bulkhead. 



Figure 2. The Hatch Seals to the Bulkhead on either side and moves 
through the bulkhead under the guidance of the mechanism shown in 
more detail in Figure 1 . All parts are shown here greatly simplified for 
clarity. 


The alignment of major and minor diameters is effected by 
rotation of the hatch in the plane and about the axis of an 
eccentric ring on which the hatch is mounted. This ring is 
connected by a spindle to a yoke that in turn is hinged to the 
bulkhead. The eccentric mounting of the ring couples the 
rotation and translation of the hatch; this effect combines with 
the effect of the spindle-and-yoke configuration in such a way 
that the overall effect of the mechanism is to provide coupled 
rotations and translations that simplify the task of putting the 
hatch through the hatchway (see Figure 2). 

This work was done by Daniel R. Barron and Steven E. 
Kennedy of McDonnell Douglas Corp. for Johnson Space 
Center. For information, Circle 15 on the TSP Request Card. 
MSC-218890 
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Estimating Conical Motion From Magnetometer Measurements 

Parameters of motion would be extracted from band-pass-filtered measurements. 


Marshall Space Flight Center, Alabama 


A proposed method of digital process- 
ing of the outputs of a magnetometer 
mounted on a scientific instrument or other 
assembly would provide estimates of the 
parameters of a slow oscillatory motion of 
the assembly at a constant or nearly con- 
stant frequency, in which motion one axis 
of the assembly (e.g., the optical axis of 
the instrument) describes an elliptical cone 
about a nominal fixed or nearly fixed axis 
(e.g„ the nominal line of sight). The method 
was conceived for use in estimating the 
rotational-and-vibrational motion of a small 
instrumented satellite and a 20-km-long 
tether anchored at its lower end to the 
Space Shuttle. However, the method is ap- 
plicable to almost any situation in which 
an assembly moves conically about a 
known axis while measuring a known vec- 
tor (see figure). 

In this case, the known vector is the 
magnetic field of the Earth at the known 
orbital position, as estimated from a math- 
ematical model of the field. (In a terrestrial 
application, the magnetic field might be 
measured directly prior to commencement 
of the oscillatory motion.) From (1) the 
geometrical relationships among the axes 


of the moving assembly, the axes of the 
magnetometer fixed to the assembly, and 
orbital coordinates, (2) simplifying approx- 
imations obtained by setting the cosines 
of small angles equal to 1 and the sines 
of small angles equal to the angles them- 
selves, and (3) the further simplifying as- 
sumption that the cone described by the 
motion is circular, one can derive the basic 
equations of this method. These equations 
describe the oscillatory components of the 
magnetometer readings as sinusoidal func- 
tions of time and of the local parameters 
of the magnetic field. 

Among other things, these equations 
show that one can deduce the angular 
amplitude (the half cone angle) and the 
phase of the motion from the amplitude 
and phase of the oscillatory component 
of the magnetic field along the moving axis 
that describes the cone. Similarly, one can 
deduce the frequency of the motion direct- 

An Object Equipped To Measure a Known 
Vector oscillates slowly in conical motion 
about a known fixed axis. The amplitude, 
phase, and sense of the motion can be esti- 
mated from the band-pass-filtered measure- 
ments of the vector. 
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ly from the frequency of the oscillation of 
the magnetometer readings and the sense 
of the motion (right- or left-handed circular) 
from the relative phases of the oscillatory 
components of the magnetic fields along 
the other two axes. 

In the original spacecraft application, 
the magnetometer readings would include 
spurious, higher-frequency components 
arising from electronic sources and from 
pendulous oscillation of the satellite about 
its center of mass. The readings would al- 
so include spurious lower-frequency com- 
ponents generated by orbital motion through 
the magnetic field. In this and other ap- 
plications, the spurious higher- and lower- 
frequency components could be filtered 
out in digital processing by use of a band- 


pass transfer function that peaks at the 
nominal or assumed frequency of oscilla- 
tion. In practice, one might have to "tune” 
the transfer function by performing iterative 
adjustments of the nominal frequency. 

This work was done by M. E. Polites of 
Marshall Space Flight Center Further 
information maybe found in NASA TP-3123 
[N91-25629J ‘A Scheme for Bandpass Fil- 
tering Magnetometer Measurements To 
Reconstruct Tethered Satellite Skiprope 
Motion." 

Copies may be purchased [prepayment 
required] from the National Technical In- 
formation Service, Springfield, Virginia 
22161, Telephone No. (703)487-4650. Rush 
orders may be placed for an extra fee by 
calling (800) 33&4700. MFS-28641 


Books and Reports 

These reports, studies, handbooks are avail- 
able from NASA as Technical Support Pack- 
ages (TSP's) when a Request Card number 
is cited ; otherwise they are available from the 
National Technical Information Service. 

Distortion of Pressure 
Signals in Pneumatic Tubes 

Effects of friction and 
reflection are represented 
adequately by a second- 
order mathematical model. 

A NASA technical memorandum de- 
scribes an experimental investigation of 
the distorting effects of the propagation 
of pressure signals along narrow pneu- 
matic tubes from pressure-sensing orifices 
on the surfaces of models or aircraft to 
pressure sensors distant from the orifices. 
The pressure signals are distorted prin- 
cipally by frictional damping along the 
walls of the tubes and by reflections at the 
orifice and sensor ends. The distortions 
are important because they degrade the 
high-frequency responses of the sensors, 
thereby inhibiting the ability to measure 
rapid pressure transients. 

This investigation included both lab- 
oratory and flight tests. In each case, the 
test procedure involved the comparison 
of the frequency response of a pressure- 
sensing transducer at one end of a tube 
to an acoustic signal of known pressure 
amplitude and frequency supplied by a 
transducer at the other end of the tube. 
In some laboratory tests, the effect of the 
decrease of pressure with altitude was 
simulated by partial evacuation of the tube- 
and-sensor plumbing. 

Tests were performed at frequencies 
from 0 to 2,000 Hz on tubes with inside di- 
ameters from 0.021 in. (0.53 mm) to 0.125 
in. (3.18 mm) and lengths from 0.35 ft (0.11 
m) to 10.89 ft (3.32 m). All laboratory tests 
were performed at room temperature. The 
responses of the transducers were passed 
through a spectral analyzer, processed into 
polar form, and presented as plots of rel- 
ative magnitude (input/output) and relative 
phase as functions of frequency. 

The laboratory- and flight-test data were 
found to be in qualitative agreement. Both 
characterized the effects of attenuation 
(the result of friction) and resonance (the 
result of reflections). Quantitative disagree- 
ments between the laboratory and flight 
data are tentatively attributed to differ- 
ences between ambient temperatures. 

The data were analyzed in conjunction 
with a second-order-filter mathematical 
model derived from a one-dimensional 
wave equation. This model involves only 
two parameters: a damping ratio and a 
natural frequency that is a function of the 
lowest resonant frequency and the damp- 
ing ratio. It was found that this model fit 
the data consistently. 
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This work was done by Stephen A. 
Whitmore, Glenn B. Gilyard, and Robert 
Curry of Ames Research Center and 

William Lindsey of the Air Force Wright 
Aeronautical Laboratory. Further informa- 
tion may be found in NASA TM-4171 [N90- 
27703], "Experimental Characterization of 
the Effects of Pneumatic Tubing on Un- 
steady Pressure Measurements." 

Copies may be purchased [prepayment 
required] from the National Technical In- 
formation Service, Springfield, Virginia 
22161, Telephone No. (703)487-4650. Rush 
orders may be placed for an extra fee by 
calling (800) 336-4700. ARC-12868 

Computations of 
Breakup of a Capillary Jet 

Surface waves grow to 
pinch off large drops 
separated by smaller ones. 

A report describes computations of the 
breakup of a round jet of liquid in a gas 
or vacuum. Such breakup occurs both 
spontaneously and when stimulated by 
vibrations that give rise to surface waves, 
some of which grow until drops pinch off. 
This phenomenon has been studied ex- 
perimentally and theoretically for more 
than 150 years. 

Of particular interest are two works by 
Rayleigh. In a theoretical small-perturba- 
tion linear stability analysis, published in 
1879, he showed that all disturbances that 
have wavelengths greater than the circum- 
ference of the jet will grow. In experiments 
reported in 1896, he observed that when 
a jet breaks up, smaller drops form be- 
tween the main drops. He called these 
smaller drops “spherules;” in the current 
terminology, they are called "satellite drops." 

The present study focusses on the for- 
mation of satellite drops, taking advantage 
of advanced computers and computa- 
tional methods to carry the theoretical an- 
alysis beyond the small-perturbation, linear 
regime. The liquid is taken to be incom- 
pressible, to be surrounded by a vacuum 
or by gas of negligible density, and to be 
inviscid. The flow is taken to be initially ir- 
rotational and to remain so. 

Under these conditions, the flow can 
be represented by singular-dipole solutions 
of Laplace’s equation distributed over the 
deforming surface of the jet. This is equiv- 
alent to generating the motion by use of 
a surface distribution of vortex rings of 
spatially and temporally varying density 
and to tracking the evolution of the surface 
via the motion of the dipole distribution. 

The dipole density is determined so that 
the pressure at the surface, as determined 
from Bernoulli’s equation, is balanced by 
the surface tension. The dipole density and 
the velocity potential on the surface are 


related via a set of equations that include 
integrals over the deforming surface. 

The equations are solved numerically 
on a computational grid that is attached 
to the deforming surface and that is fine 
enough to represent it accurately.The com- 
putations are carried out for a jet of infinite 
length subjected to various initial periodic 
disturbances. The initial growth of surface 
waves is found to agree with Rayleigh’s 
analysis for the linear regime. When the 
computations are continued into the non- 
linear regime, the waves are found to pinch 
the jet off into large drops separated by 
satellite drops, the sizes of which decrease 
with decreasing wavelength. The com- 
puted sizes of the main and satellite drops 


agree with experimental values. 

Satellite drops are computed to form at 
all wave numbers in the regime of instabili- 
ty. The small satellite drops computed to 
form at wave numbers near the critical 
wave number are not predicted by linear 
and near-linear (up to third-order) analyses 
but are observed in experiments. Compu- 
tations of the collapse of elongated satellite 
drops into shorter drops reveal short waves 
propagating along their surfaces. 

This work was done by Nagi N. Mansour 
of Ames Research Center and Thomas 
S. Lundgren of the University of Minnesota 
To obtain a copy of the report, " Satellite 
formation in capillary jet breakup," Circle 
18 on the TSP Request Card. ARC-12848 
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Machinery 


Supersonic Air-Breathing Stage for Commercial Launch Rocket 

The payload can be increased 50 percent. 

Langley Research Center, Hampton, Virginia 


The Pegasus commercial launch rocket 
is launched from a B-52 subsonic airplane, 
and its three solid-fuel rocket stages place 
a payload of about 1 ,000 lb (about 450 kg) 
into orbit. The launch from the B-52 air- 


plane is not very expensive because the 
airplane is reused for many flights. How- 
ever, because the solid-fuel rocket stages 
are not reusable, the overall launch is ex- 
pensive. 


A concept has been proposed to ex- 
pand the use of air-breathing, reusable 
stages to put more payload into orbit at 
less cost. A stage with supersonic air- 
breathing engines would be added to carry 
the expendable stages from the subsonic 
airplane to a supersonic velocity. The ex- 
pendable stages would then carry the pay- 
load to orbit. To minimize aerodynamic 
drag, the expendable stages and payload 
would be placed in front of the supersonic 
air-breathing stage. After releasing the ex- 
pendable stages, the remotely piloted su- 
personic air-breathing stage would return 
to the takeoff site and land for reuse. 

Preliminary calculations for a typical de- 
sign have been performed. The gross 
weight was held at 40,000 lb (about 1 8,000 
kg), which is the gross weight of the Pega- 
sus rocket. The size of the first solid-fuel 
rocket stage was reduced from that of the 
Pegasus to allow for the air-breathing stage, 
which includes an air-turborocket engine. 
The expendable stages were considered 
to be released at mach 5. The results of 
the analysis indicate that the payload can 
be increased by 50 percent, to 1,500 lb 
(about 680 kg). The cost per flight might 
also be reduced because the size of the 
first solid-fuel rocket stage is reduced 
about 50 percent, although the sizes of the 
smaller upper stages would be increased 
about 50 percent. The analysis maintained 
the prior velocity contribution of the upper 
two solid-fuel rocket stages, which con- 
tribution may not be optimum. 

The use of the B-52 airplane leads to a 
limitation on the weight of the expendable 
stages and, therefore, the weight of the 
payload. The new concept would extend 
the use of low-cost reusable hardware and 
at the same time increase the payload that 
could be delivered from the B-52. If one 
could use another subsonic airplane that 
can carry a greater launch weight, the new 
concept could also be applied to a launch 
from that airplane to obtain the delivery of 
greater payload than is possible in a sys- 
tem that includes only expendable solid- 
fuel rocket stages. 

This work was done by James A. Martin 
of Langley Research Center. No further 
documentation is available. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Langley 
Research Center [see page 24], Refer to 
LAR- 14347. 
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Multiple Pages Intentionally Left 

Blank 



Books and Reports 

These reports, studies, handbooks are avail- 
able from NASA as Technical Support Pack- 
ages (TSP's) when a Request Card number 
is cited; otherwise they are available from the 
National Technical Information Service. 

Comparison of Force- 
Control Schemes 
for Robots 

Different schemes are 
tested on the same robot 
in the same environment. 

A report describes experiments in which 
several explicit force-control strategies for 
robotic manipulators were compared. Ex- 
plicit force control, as distinguished from 
impedance control, involves the direct com- 
mand and measurement of forces, with the 
goal of making a robotic manipulator follow 
the commanded force trajectory as closely 
as possible. 

The following schemes were compared: 

• Proportional gain with feedforward control, 

• Integral-gain control, 

• Proportional/derivative control, and 

• Second-order low-pass-filter control. 

The same robotic manipulator, sensor, 

and environment were used to compare 
these strategies. The primary tests were 
conducted with an environment consisting 
of a cardboard box with an aluminum plate 
resting on it. This simple environment has 
a predominantly linear, second-order be- 
havior. However, its dynamics proved an 
adequate challenge to the control strate- 
gies, allowing discrimination of the best 
from the worst. The most promising and 
widely used of these strategies — integral 
and proportional grain control — were further 
tested on a very rigid steel environment. 

The report concludes that, as predicted 
by analysis, force-trajectory tracking is best 
done with integral-gain explicit force con- 
trol. It also concludes that proportional/ 
derivative force control and damping 
strategies should not be relied on to pro- 
vide stability to a robotic system in which 
the robot is in contact with the environ- 
ment, because it is impossible to obtain 
a true derivative in such a system. 

This work was done by Richard A. Volpe 
of Caltech and Pradeep Khosla of 
Carnegie Mellon University for NASA’s Jet 
Propulsion Laboratory To obtain a copy 
of the report, “An Experimental Evaluation 
and Comparison of Explicit Force Control 
Strategies for Robotic Manipulators Cir- 
cle 61 on the TSP Request Card. 
NPO-18679 
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Fabrication Technology 


Tomographic Imaging of Low-Density Inclusions 

Computed tomography shows details that are hidden in conventional radiography. 


Marshall Space Flight Center, Alabama 


Computed neutron tomography can re- 
veal the structure of a volume containing 
material of lesser density surrounded by 
material of greater density. In many cases, 
conventional x-radiography cannot probe 
less-dense materials hidden in more-dense 
materials, and conventional neutron ra- 
diography can do so only in the cases of 
certain combinations of enclosing and en- 
closed materials 

The computed-tomography technique 


could be used, for example, to examine 
and measure flaws or other inclusions con- 
taining equally dense or less-dense materi- 
al hidden in a complicated structure made 
of denser material. The technique has been 
demonstrated by using it to show a plastic 
protective guard within a heat exchanger 
made of Inco* 718 nickel-base alloy. It has 
also been used to show a void in a pot- 
ting compound within the Inco* 718 case 
of a pressure transducer (see figure) — 


a void that would seriously detract from 
the accuracy of data from the transducer. 
*"lnco” is a registered trademark of the 
Inco family of companies. 

This work was done by Jagatjit Roy, 
Trung Nguyen, and James D. Willenberg 
of Rockwell International Corp. for Mar- 
shall Space Flight Center No further 
documentation is available. 

MFS-29779 
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Materials of Low Density (including voids) that are hidden inside materials of greater density are often invisible in conventional x- 
radiographs. However, they are visible in these computed neutron tomoaraDhs. 


These sensors are designed for nonintrusive detection of boundary-layer transitions. 


Thin Hot-Film Sensors on Polyimide Film 


Langley Research Center, Hampton, Virginia 


The need to develop airfoils of higher 
lift and lower drag has prompted research- 
ers to seek new tools to investigate the be- 
havior of the boundary layer on the surface 
of an airfoil. To date, measurements of 
boundary layers typically have been made 
by use of pressure tubes and hot-wire 
probes, both of which intrude into the 
boundary-layer flow and exhibit relatively 
poor resolution. 

An array of closely spaced hot-film sen- 
sors with a thickness well below the criti- 
cal reference height with regard to the air- 
flow pattern could nonintrusively detect 
laminar boundary-layer transitions with very 
102 


high resolution. A method has been de- 
veloped at NASA Langley Research Cen- 
ter to fabricate such sensors on polyimide 
films to detect boundary-layer transitions 
with a resolution as high as 0.050 in. (1.3 
mm). These films (see figure) are formed 
by a combination of vacuum deposition 
and photolithography. 

First, the polyimide film is repeatedly 
cleaned ultrasonically in hot deionized 
water with biodegradable detergent and 
then transferred to a vacuum chamber for 
ion-beam cleaning in argon gas. During 
ion-beam cleaning, nickel of 99.99 percent 
or greater purity is evaporated onto the film 


by electron-beam bombardment until the 
thickness of the nickel coat is 200 A. 
Simultaneous bombardment by ions and 
evaporation of nickel are necessary to en- 
sure good adhesion of the nickel to the 
polyimide. After bombardment by ions is 
stopped, evaporation of nickel is continued 
to the desired thickness, in this case, 2,500 
A . The design thickness of the nickel de- 
pends on the desired electrical resistance 
and geometry of the sensor. 

After evaporation of nickel, and without 
breaking vacuum, copper of 99.99 percent 
or greater purity is evaporated to a thick- 
ness of 1,000 A over the nickel deposit. 

NASA Tech Briefs, March 1993 




This layer of copper is a seed layer for fur- 
ther electroplating of copper. The copper 
is deposited over the nickel without break- 
ing vacuum because otherwise a thin layer 
of nickel oxide would grow over the high- 
purity nickel, preventing other materials 
from adhering to the nickel surface. Addi- 
tional copper is plated onto the evaporated 
copper to reduce the electrical resistance 
of the electrical leads. Then copper is plated 
onto the polyimide substrate by use of con- 
ventional plating processes employed in the 
manufacture of printed-circuit boards. The 
design thickness of the copper depends 
upon the intended application. Copper de- 
posits for thin-film sensors fabricated thus 
far have been 2 to 5 /tm thick. 


Copper 

Nickel Copper 

\ , 

/ / . 

mi 
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Polyimide Film 



Thin Films of High-Purity Nickel and Copper 

are evaporated onto polyimide film substrata 


Standard photolithography and wet chem- 
ical etching are used to define the sensor 
pattern. Photoresist is applied to the metal- 
ized film and prebaked in a convection 
oven. A contact exposure is made in the 
photoresist using an ultraviolet source, and 
the resist is developed. An etchant con- 


taining deionized water, sulfuric acid, and 
hydrogen peroxide is used to define the 
nickel/copper sensor and electrical-lead 
patterns. A final etch of ammonium per- 
sulfate in deionized water and hydrogen 
peroxide is used to remove the copper 
from the nickel sensing element. 

This work was done by Purnell Hopson 
of Langley Research Center No further 
documentation is available. 

This invention is owned by NASA, and 
a patent application has been filed. In- 
quiries concerning nonexclusive or ex- 
clusive license for its commercial develop- 
ment should be addressed to the Patent 
Counsel. Langley Research Center [see 
page 22]. Refer to LAR-14496. 


Applied Magnetic Field Enhances Arc Vapor Deposition 

The arc spot on the cathode moves in a more-controlled path. 


Marshall Space Flight Center, Alabama 


An applied magnetic field can enhance 
the performance of the vaporization part 
of an arc vapor deposition apparatus. In 
an apparatus of this type without an ap- 
plied magnetic field, a direct-current (typi- 
cally 10 to 100 A) arc is struck by touching 
an anode to a cathode in a vacuum 
chamber; then as the arc continues, the 
anode is pulled far enough away that, from 
the perspective of the cathode, the elec- 


tric field of the anode blends in with the 
electric field of the plasma in the chamber 
(see Figure 1). 

The arc touches the cathode in a spot 
about 10 /tm wide. In this spot, the con- 
centrated electrical current heats and va- 
porizes the cathode material, which is the 
material to be deposited on a substrate 
elsewhere in the chamber. Typically, the 
arc wanders randomly across the surface 


of the cathode, with a superimposed over- 
all motion toward the electrical feedthrough 
that supports the cathode. To prevent va- 
porization of the feedthrough material, tne 
arc must be stopped, then restarted at the 
tip of the cathode by repeating the anode/ 
cathode contact-then-withdrawal procedure. 

In the case of a cathode material that 
is vulnerable to thermal shock (tends to 
break when subjected to a high gradient 
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of temperature), localized heating Dy a 
slowly moving arc spot or by repeated 
striking of the arc in the same place can 
result in breakage. Sustained rapid motion 
of the arc can spread out the heating more 
nearly evenly over the cathode, thereby 
preventing breakage. 



Figure 1. When No Magnetic Reid Is Applied 

by external means, the arc wonders semiran- 
domly over the cathode, with net motion 
toward the electrical feedthrough. 


When a magnetic field is applied in a 
configuration like that of Figure 2, the 
Lorentz force between the arc and the 
magnetic field drives the arc circumferen- 
tially around the cathode. Because the 
magnetic field is stronger near the magnet, 
the circumferential motion becomes more 
rapid when the arc moves down the cath- 
ode. The combination of the circumferen- 
tial motion and the gradient in the vertical 
component of the magnetic field results 
in an upward force that balances the ten- 
dency of the arc to travel downward. 

Thus, the arc is made to move rapidly 
across the cathode, and it is not necessary 
to stop and restart the arc repeatedly to 
prevent it from reaching the electrical feed- 
through. The magnetic field can be gen- 
erated by an electromagnet, a permanent 
magnet, or both. The field generated by 
an electromagnet can be varied to move 
the arc up or down the cathode; this pro- 
vides additional control over the otherwise 
partially random vertical motion of the arc. 

This work was done by T. A. Miller, R. 
O. Loutfy, and J. C. Withers of Materials 
and Electrochemical Research Corp. for 
Marshall Space Flight Center. For fur- 


ther information, Circle 7 on the TSP Re- 
quest Card. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Marshall 
Space Flight Center [see page 22], Refer 
to MFS-26181. 



Figure 2. When the Magnetic Field Is Ap- 
plied, the arc moves circumferentially 
around the cathode, and the downward mo- 
tion is suppressed. 
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Deflecting Shearpin 

Spring loading helps to prevent permanent deformation of adjacent bearing surfaces. 
Langley Research Center, Hampton, Virginia 


A spring shearpin distributes a shear 
load nearly equally among a series of bolts 
in line with the load. In the usual bolted con- 
nection, the bolt closest to the load takes 
most of the load until the bolthole deforms 
enough to redistribute the load among the 
other bolts. In effect, a bearing-stress 
failure occurs at the bolthole nearest the 
load. The spring shearpin helps to prevent 
such permanent deformation and failure 
by deflecting. 

In the worst case, when the maximum 
design load is exceeded, the spring shear- 
pin acts like a standard shearpin to protect 
the structure if the load increases further. 
The pin can be used with static, dynamic, 
and thermal loads. 

The shearpin (see figure) includes a spring, 
which is a cylinder with a single longitudinal 
slot cut in it. The spring fits inside a capture 
ring, which is a cylinder cut longitudinally 
into two pieces. A stud extends through the 
center of the spring and supports the parts. 
Screws hold the capture ring together. 

The outer diameter of the spring is 
larger than the inner diameter of the cap- 
ture ring. Thus, when the retaining screws 
are tightened, they compress the spring 


and preload the pin. This ensures that the 
pin will accept a minimum load before it 
deflects. The maximum deflection is deter- 
mined by the size of the gap between the 
halves of the capture ring. 

The sizes of the components are chosen 
to suit the application: 

• The capture ring is designed to take the 
maximum allowable shear load. 

• The spring is designed to provide sufficient 
preload. 

• The screws are designed to withstand the 
preload force of the spring. 

• The stud is designed for the expected ten- 
sion load. 

• The gap is sized for the tolerance between 
the hole and the pin so that only a limited 
amount of deflection can occur before the 
pin functions like a standard shearpin. 

This work was done by Peyton B. 
Gregory of Langley Research Center No 
further documentation is available. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel. Langley 
Research Center [see page 22], Refer to 
LAR-14005. 



presses the inner spring. The maximum de- 
flection is determined by the gap between 
the halves of the capture ring. Beyond that 
deflection, the pin acts as a standard 
shearpin. 
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Deployable Temporary Shelter 

Compact storable components expand to create a large shelter. 

John F. Kennedy Space Center, Florida 

A proposed deployable shelter (see Fig- 
ure 1) would provide temporary cover for 
vehicles, people, and materials. The origi- 
nal version is intended for use on the sur- 
face of the Moon, where it would protect 
spacecraft from micrometeoroids. A ter- 
restrial version might be used as a garage, 
a hangar, or a large tent. The lunar shelter 
was sized to be 45 ft high, 45 ft wide, and 
135 ft long (13.7 by 13.7 by 41.1 m). 

The principal substructures of the shel- 
ter would include six deployable trusses 
32 in. (81.3 cm) in diameter that measure 
only 10.4 in. (26.4 cm) in height in the col- 
lapsed state but can be extended to a 
height of 45 (13.7 m) ft. Each of the six 
trusses would serve as a column that 
could support a load of 1,660 lb (7.38 kN). 

Each would have a mass of 119 Ibm (261.8 
kg). The top and bottom of each truss 
would be fitted with a square plate that 
would serve as a bearing surface and at- 
tachment point for such other structural 
members as spacing and alignment bars 
and guy wires. 

Blankets of protective material would be 
unrolled from large spools to form the roof Figure 1. The Fully Deployed Structure would provide a large, unobstructed bay. The 
and walls of the shelter. The roof blanket deployed trusses would support wall and roof blankets. 




TOUCH SCREEN PROJECT? 

We offer immediate delivery of touch screens, 
decoding electronics and software. 
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BRADYTOUCH Stock Touch Screen Program 

Our large selection of stock touch screen pro- 
ducts helps you launch your project quickly, and 
saves you the development costs of custom de- 
sign. Our stock program includes: 

• Analog and matrix touch screens in various 
sizes and styles. 

• High gloss and anti-glare surface finishes. 

• Decoding electronics and software to enable 
your screen to function as a mouse. 

Custom Design Capabilities 

If you don't find what you need in stock, we can 
custom manufacture your touch screen to fit 
virtually any CRT, LCD, plasma or electrolumi- 
nescent display panel. 

Let us help you with your touch screen needs. 

W.H. BRADY CO. 

THIN FILM PRODUCTS 

8225 W Parkland Court • P.O. Box 571 
Milwaukee, Wl 53201 
414-355-8300 • Fax: 414-354-0453 
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would be attached to a network of tension 
cables between the tops of the undeployed 
trusses (see Figure 2). Rolled wall blankets 
would be attached to the top edge of the 
frame. The trusses would then be extend- 
ed to full height. As the trusses would 
grow, they would draw the blankets from 
the rolls. The fully deployed structure would 
be reinforced with guy wires. 

This work was done by Joe R. Shaffer 


and David E. Headley of McDonnell 
Douglas Corp. for Kennedy Space Cen- 
ter. For further information, Circle 64 on 
the TSP Request Card. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Kennedy 
Space Center [see page 22], Refer to 
KSC-11545. 



Figure 2. Spooled Blankets would be secured to the tops of the trusses before deploy- 
ment. As the trusses are raised, they would draw the blankets along with them. 

I 

Composite Tiedown Fastener 

A taut fastener is formed from flat tape and buckles. 


Langley Research Center, Hampton, Virginia 


A novel, flexible, tiedown composite 
fastener for joining two or more material 
panels or other structural components can 
be dispensed from a roll and cut to the 
desired length. The fastener can be made 
partly of polyvinyl chloride or other resilient 
synthetic material and is designed for join- 
ing components for which snug all-around 
fits are required. The fastener can easily 
be installed and removed by hand without 
the use of tools. 

The fastener includes a shaft that can 
be produced and stored in a rolled tape 
form and can easily be cut to length with 


scissors or a knife. The fastener also in- 
cludes a bucklelike head (see figure) that 
is of the same design as that of a tiedown 
buckle at the opposite end of the shaft. 
The use of the same design at both ends 
reduces cost and simplifies design and 
storage of parts. 

The shaft is made from a thin strip of 
resilient synthetic or fiber composite ma- 
terial by forming the material into a semi- 
circular cross section like the letter “C." 
The shaft is bent at its midlength, and its 
two ends are inserted and pulled through 
the two semicircular "C" -shaped holes in 


Two Parts Being 



I 


The Shaft Is Cut To Desired Length, then fastened with buckles at both ends. 


From Deep 
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Deep Sea 
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response, easy mounting, cost 
efficiency - temperature sensors 
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custom design and unmatched 
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needs every time. 
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the head-end buckle. A taut fit is made be- 
tween the shaft and buckle, thereby con- 
structing a partially completed composite 
fastener with a head and a split hollow cir- 
cular shaft. 

The partially completed composite fast- 
ener is installed by pushing the as-yet un- 
buckled split-shaft ends through the holes 
in the components to be fastened. Then 
the other buckle is used to tie down the 
split-shaft ends. The buckle is a stiff, flat 
plate. Two opposite slotted holes shaped 
like the letter "T” are on each side of the 
semicircular holes. The stem of the "T" 
hole protrudes to the outer edge of the 
plate and provides an open slot for 
passage of the split-shaft ends. The buckle 


could be metal, synthetic, or fiber com- 
posite material. 

One use of this fastener is to bind pages 
and covers together to make a book. The 
flexibility of the fastener shaft allows the 
book to open wider than it otherwise could, 
and the snug fit between the shaft and the 
circular holes at the edge of the book 
keeps pages evenly spaced and aligned. 
Because the length of the fastener shaft 
is adjustable, the fastener can be used to 
bind a book of any thickness. 

This concept can also be utilized to pro- 
vide energy-absorbing and breakaway 
structural fasteners for fail-safe vehicles in 
crashes. For this application, the fasteners 
would be designed to yield and break at 



Less is more. Less parts, less assembly 
steps, less assembly time — all yield 
more productivity and more cost 
reductions. To achieve this, designing 
for assembly (DFA) is critical. 

PEM® products address this require- 
ment. Just punch or drill a hole and 
press a PEM fastener into place. PEM 
self-clinching fasteners install per- 
manently into thin sheets. There are 
fewer parts and fewer total pieces to 
handle during assembly. We offer 
threadless and multi-function fasteners 
to further meet your DFA needs. 

These include SNAP-TOP® (shown in 
photo above) and KEYHOLE® stand- 
offs which eliminate the need for quick 
alignment of mating parts, P.C. 
board fasteners and many others. 


Here’s the clincher 
for anyone who 
designs for assembly. 


For automated installation, our 
PEMSERTER® press quickly installs 
PEM fasteners to gain lower total 
assembly time. 

If you want less to give you more, 
contact us. We can show you how 
PEM fasteners and presses can help 
you meet your DFA needs. 

For your FREE condensed catalog, 
circle the number below. However, for 
a complete fastener specifications & 
design data catalog, 
call our toll-free 
number below. Or 
FAX us at 
215-766-0143. 


1 - 800 - 237-4736 
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the shafts or buckles at given loads. By 
fabricating the shaft and buckles out of 
nonmetallic composites, one could make 
fasteners of this type electrically or ther- 
mally insulating for use in electronics 
or scientific instrumentation, for example. 
Fasteners of this type could also be used 
as quick, inexpensive, structural tiedowns 
for shipping and handling of parts. Poten- 
tial application extend to many areas 
because the design incorporates a flexi- 
ble shaft that is locked only at the ends 
and does not rely on stiffness of the shaft 
for its effectiveness. 

This work was done by Gim Shek Ng 
of Langley Research Center No further 
documentation is available. LAR- 14456 

Making Microscopic 
Cubes of Boron 

Fine particles are intended for 
use in solid rocket fuels 
and explosives. 

Langley Research Center, 
Hampton, Virginia 

The production of finely divided cubes 
of boron involves vacuum-deposition tech- 
nology and requires the making of a tem- 
plate. This template (see figure) supports 
a pattern of checkered squares 25 /zm on 
a side, which are etched 25 /zm into the 
template material. The template is then 
coated uniformly with paralyene or some 
similar vacuum coating with a low coeffi- 
cient of adhesion. 

The template is then placed in a high- 
vacuum evaporation chamber and coated 
with boron to a thickness of 25 /zm. An 
electron-beam evaporator was used in ex- 
periments, but a resistive evaporator should 
work as well. Because of the propensity 
of material evaporated in a vacuum to 
travel along favored directions, there is 
very little coating of surfaces that do not 
face the evaporant source. Therefore, 25- 
/zm cubes are formed on the raised areas, 
while the etched-in holes are also filled, 
forming 25-/zm cubes in them. 

While still in vacuum, the amorphous 
boron cubes can be removed easily from 
the paralyene-coated template with either 
a microfilament brush or a wide-beam 
source of ions and transferred to a sput- 
tering system in which they can be coated 
with titanium, magnesium, or zirconium. 
The cubes are gently bounced in the sput- 
tering plasma to coat them uniformly. 

The viability of this material for use in 
a fuel or explosive is largely dependent on 
the yield of the product and the cost effi- 
ciency of its production. While this method 
may be too expensive for production cur- 
rently, it could prove quite cost-effective 
as a production method in orbit around the 
Earth or on the Moon, where high vacuum 
is readily available. In addition to its intend- 
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ed application to solid rocket fuels, ex- 
plosives, and pyrotechnics, this process 
could be used for many other applications, 
from manufacture of pharmaceuticals to 
processing of nuclear materials. 

This work was done by Joseph M. 
Faulkner of Langley Research Center 


No further documentation is available. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Langley 
Research Center [see page 22], Refer to 
LAR-14260. 



The Surface of the Template is a checkerboard of raised and lowered square areas. The 
lowered areas are the bottoms of cubic holes etched into the surface. The template is 
coated with paralyene. 


Strain Gauges Mounted 
To Retain Calibration 

A creep-proof bonding agent ensures stability. 
Marshall Space Flight Center, Alabama 


Silicon-based semiconductor strain gauges 
can be mounted in such a way that they 
retain the original calibration for several years 
instead of a few months. This improvement 
is effected by bonding the gauges to ceram- 
ic substrates with glasses instead of epox- 
ies as the adhesives. 

The reason for the improvement is sim- 



Silicon Strain Gauges are bonded by use of 
low-temperature-melting glass to the dia- 
phragm of a short ceramic drum. 


pie: When a silicon gauge remains deformed 
under stress for a long time, epoxy creeps, 
allowing the stress in the gauge to change. 
This long-term creep makes an epoxy-mount- 
ed silicon gauge useless for tests that last 
more than a few months without calibra- 
tion. However, the glasses that are used 
as the new bonding agents do not creep 
at the temperatures at which silicon-based 
semiconductor gauges operate As a result, 
the strain gauges remain stable for years. 

The figure illustrates a drum-type pres- 
sure gauge in which the transducers are 
strain gauges that are formed on a 0.2 by 
0.2-in. (5.1 by 5.1-mm) silicon chip as parts 
of an integrated circuit that also includes 
temperature-compensating transistors and 
resistors. A low-temperature solder glass 
(melting temperature between 400 and 
800 °C) bonds the silicon chip to an alu- 
mina diaphragm. A similar low-temperature 
solder glass bonds the diaphragm to an 
alumina ring and bonds the ring to an 
alumina cap. Thus, the gauges are hermet- 
ically sealed into the drum. The drum is 
embedded in the part to be tested. 

This work was done by Barry L Butler 
of Science Applications International Co. 
for Marshall Space Flight Center. For 
further information, Circle 3 on the TSP Re- 
quest Card. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Marshall 
Space Flight Center [see page 22]. Flefer 
to MFS-28625. 
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3M Reveals 
New Long Term 
EMI/RFI 
Shielding Tape 

Tin-alloy coating on both 
sides of copper foil offers 
superior solderability, 
environmental stability. 

AUSTIN, Tex. — This new UL 
Recognized Scotch™ Foil Shielding Tape 
1183 employs a tin-alloy coating on 
smooth copper foil to produce a durable 
and effective electromagnetic shield. 

The tape is a tin- 
alloy coated ver- 
sion of the widely 
used 3M 1181 
Tape and provides 
shielding when 
wrapped around 
flat and round 
cable, and cable 
connectors. 

The unique 
electrically-con- 
ductive adhesive 
enables 1183 tape 
to make electrical 
connections across 
seams and between mating sections, of 
electronic enclosures ranging from small 
equipment housings to large shielded 
rooms. The tape can also shield the energy 
radiating from seams between the sectors 
of dish antennas. 

The special tin-alloy coating on both 
sides of the foil provides two significant 
benefits. 

1. Thorough environmental stability 
and corrosion resistance. 

2. Exceptional solderability for applica- 
tions such as sealing the seams when 
the tape is used as a shield around 
cable connectors. 

3M 1183 Tape also serves as a corro- 
sion resistant contact surface for conduc- 
tive gasketing, beryllium copper “spring 
fingers” or other resilient conducting 
media used around doors and openings of 
electronic cabinetry. 

For more information about all 3M Foil 
Tapes, contact a 3M Electrical Specialties 
Division representative or authorized 
distributor or call 1 -800-328- 1 368. 



The tin-alloy coating is 
on both sides of the 
copper for thorough 
protection. 


3M Electrical Specialties Division H 

6801 River Place Boulevard 

Austin, Texas 78726-9000 VI 
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Compensating for Computational 
Delay in Flight Simulation 

Computer-generated imagery is processed with corrective 
phase shifts at lower frequencies. 


Ames Research Center, Moffett Field, California 


An algorithm compensates partly for the 
delay involved in the computation and pres- 
entation of images of terrain in a flight simu- 
lator. Typically, this delay is of the order of 
0.1 second; the pilot perceives it in accum- 
ulation with other simulation delays like 
analog-to-digital conversion and with faith- 
fully simulated delays in the response of 
the aircraft to control actions. It is desirable 
to compensate for this delay to ensure that 
the simulated aircraft behaves like the real 
aircraft and to prevent degradation of the 
pilot's control capability. 


Essential to the development of the al- 
gorithm was recognition that the upper fre- 
quency limit of changes in imagery that 
a pilot can perceive and respond to with 
manual control actions is of the order of 
3 Hz. Accordingly, the algorithm was de- 
veloped from transfer functions that predict 
the lower-frequency components of the 
response of the aircraft a short time into 
the future. The effects of the delay at these 
lower frequencies are counteracted by in- 
troducing compensatory phase shifts, op- 
posite those caused by the delay, into the 



The Delay-Compensating Algorithm, illustrated here as a filter with az-transform transfer 
function, introduces a phase shift that compensates, at low frequencies, for the delay 
In the generation and display of imagery. 
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signals that drive the computer-generated 
imagery. 

The algorithm functions, in effect, as a 
discrete-time compensation filter, which 
augments the discrete-time velocity-to-po- 
sition integration that is performed in com- 
puting the response of the aircraft (see 
figure). The computations are performed 
in the z-transform domain because of its 
particular suitability for use with quantities 
sampled at discrete times. The velocity- 
to-position integration is performed by use 
of a trapezoidal-integration subalgorithm 
that, in itself, does not introduce any ad- 
ditional phase error. 

The delay-compensating algorithm uses 


Managing Inventory 
at a Transitional 
Facility 

An inventory-management 
system helps a research 
facility prepare manufacturing. 

John F. Kennedy Space 
Center, Florida 

The Kennedy Inventory Management 
System (KIMS) is geared to the needs of 
a facility in transition from research and 
development to manufacturing. Operated 
jointly by several contractors at Kennedy 
Space Center, the Kl MS is designed to re- 
duce the cost and increase the efficiency 
of fabrication and maintenance of space- 
flight hardware. 

In research and development, one can- 
not anticipate what materials will be re- 
quired; therefore, a large inventory must 
be maintained. In a manufacturing environ- 
ment, work is planned around a bill of ma- 
terials, and items are acquired as they are 
needed. 

One contractor uses the KIMS to track 

45.000 line items in the base operations 
warehouse. Requirements for material are 
entered into the system as they are re- 
ceived. The KIMS generates pick lists, and 
the materials are retrieved and brought to 
a central staging area, where they are re- 
distributed into kits for individual tasks. If 
picking reduces the stock of a given item 
below a preset minimum, the KIMS issues 
a purchase request automatically. 

Another contractor, responsible for flight 
operations, uses the KIMS to track 40,000 
line items of flight hardware and 100,000 
line items of support and facility material. 
Yet another contractor, responsible for 
mission-related hardware, uses the KIMS 
to track 64,000 line items of inventory and 

8.000 line items of equipment. 

A fourth contractor uses a material-re- 
quirements-planning (MRP) system, which 
is implemented by use of highly modified 


three successive values of velocity to ex- 
trapolate the position of the aircraft P sec- 
onds into the future: 


U k + P/T = U k+ b 0 V k+ b t V k-1+ b 2 V k-2 
where p / r and u k denote the extrapo- 
lated position and the position at the pres- 
ent (kth) sampling period, T is the duration 
of a sampling period (typically, 20 to 30 
ms), the other subscripts denote the suc- 
cessive sampling periods, and the v’s de- 
note the velocities. The transfer function 
that represents this extrapolation is 



Suitable values of the parameters b 0 , b v 
and b 2 can be obtained by use of associ- 
ated constraint equations and by selection 
of a crossover frequency, which is essen- 
tially the upper frequency limit of effective 
compensation and is the frequency at 
which an associated relative-error transfer 
function juf A ((i)T) (where w = angular 
frequency) vanishes. 

This work was done by Richard E. 
McFarland of Ames Research Center. 
For further information, Circle 90 on the 
TSP Request Card. 

ARC-12269 
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Every day, professionals worldwide save time 
and money using Flow Charting 3. It’s fast, 
efficient, easy to use, and always produces 
presentation-perfect charts and diagrams. 

With Flow Charting 3's built-in flexibility, 
you can create customized charts using a 
variety of shapes, lines, and text — 
placed where you want them. 

Plus, Flow Charting 3 is now available in a 
LAN version. Making it easy to share files and set 
up work groups for specific projects. 

And it's backed with free technical support and a 
90-day no-risk guarantee. So if you're spending too 
much time drawing charts, call for a free demo and 
see for yourself what makes Flow Charting 3 the 
best-selling flowcharting software. 

See your dealer today! Or for a 
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TURBOMACHINERY 
DEVELOPMENT 
MADE EASY 




With advanced turbomachinery 
software systems from NREC 
you can balance performance, 
reliability, and cost. 

Or, we can do it for you. 

Product Design & Development 

Services include product specification, 
feasibility studies, fluid and mechanical 
design, controls engineering, finite 
element analysis, rerating, performance 
upgrades, and failure analysis. 

Specialized CAE/CAM Software 

Advanced technology software improves 
design, performance prediction, 
vibration analysis, and N/C machining of 
compressors, pumps, and turbines. 

Precision Manufacturing 

NREC provides the highest quality 5-axis 
machining of complex impellers, rotors, 
blades, and blisks, up to 60 inches, plus 
balancing, spin testing, and assembly. 

For More Information 

Please request free literature or 
contact Frank Hines to discuss your 
application. Phone 617 937-4655 or 
Fax 617 935-9052. 

NREC 


Northern Research and 
Engineering Corporation 

39 Olympia Avenue, Woburn MA 01801 
A part of worldwide Ingersoll-Rand 


commercial software. This MRP system 
helps to anticipate future needs, thereby 
assisting in planning to avoid shortages as 
well as to manage inventory. The MRP sys- 
tem also reduces the costs of inventory 
and cuts transportation costs by reducing 
the need for emergency shipments. The 
MRP system thus brings the Center closer 
to a full manufacturing environment. 


A method for the partial matching of data 
makes a conventional electronic memory 
addressable via its contents, somewhat 
like a biological memory. When implement- 
ed by a suitable algorithm, the method ena- 
bles the computer system containing the 
memory to search the memory for the da- 
tum that makes the exact or the best (ac- 
cording to an objective function) approxi- 
mate match to the datum in a query. The 


This work was done by Henry A. Hutchins 
of USBI for Kennedy Space Center For 

further information, Circle 8 on the TSP 
Request Card. 

Inquiries concerning rights for the com- 
mercial use of this invention should bead- 
dressed to the Patent Counsel, Kennedy 
Space Center [see page 22], Refer to 
KSC-11530. 


new method offers advantages over previ- 
ous artificial-neural-network methods: It re- 
quires neither long “learning" time nor “re- 
training" when additional data are stored 
and attaches to each datum a relative im- 
portance (i.e., a weight) that can change 
with time without decreasing the speed of 
retrieval. 

Each datum — a sequence of n binary 
digits — is considered to be a lattice point, 



A Three-Dimensional Space provides simplified examples based on the storage and retrieval 
of two-digit binary data. Surface S represents the weighting function. In the upper example, 
greater importance is attached to the stored datum 0,1 than to the stored datum 1,1, while the 
data 0,0 and 1,0 are ignored. In the lower example, the data 0,0 and 1,1 are weighted equally, 
while the data 1,0 and 0,1 are ignored. 


Flexible Weighting-and-Matching Scheme 
for Incomplete Data 

Responses include exact or approximate recollection, 
indications of ambiguity, avoidance, and even forgetfulness. 
Lyndon B. Johnson Space Center, Houston, Texas 
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each coordinate of which has the value 
0 or 1, in an n-dimensional space. With the 
m th point B m stored at time t, there is as- 
sociated an integer H(m,t) that represents 
its relative importance or weight. Each 
point is also characterized by an integer 
C(m,t) which is +1 if the point is to be 
sought, 0 if the point is to be ignored, and 
-1 if the point is to be avoided. Depending 
on input supplied by the user or by an algor- 
ithm, C(m,t) and H(m,t) can change with 
time; for example, can decrease if 
the system is programmed to discount or 
"forget” aging data gradually. 

In an n+1 -dimensbnal space in which 
the data points are contained in an n- 
dimensional plane, a point is placed at a 
height C(m, above each datum 
B m . These points are connected by a 
smooth surface, which also covers non- 
binary points (see figure). Thus, thesurface 
S has peaks over points to be sought, falls 
to zero at points to be ignored, and de- 


Books and Reports 

These reports, studies, handbooksare avail- 
able from NASA as Technical Support Pack- 
ages (TSP's) when a Request Card number 
is cited; otherwise they are available from the 
National Technical Information Service. 

Monograph on 
Tensor Notations 

Indicial tensor, vector, 
dyadic, and matrix notations, 
and the relationships 
among them are described. 

An eight-page report describes the sys- 
tems of notation that are used most com- 
monly to represent tensors of various 
ranks, with emphasis on tensors in Carte- 
sian coordinate systems. The report could 
serve as an introductory or refresher text 
for scientists, engineers, and others who 
are familiar with the basic concepts of 
coordinate systems, vectors, and partial 
derivatives. 

One major section of the report de- 
scribes the indicial or tensor notation, in 
which each subscript or superscript de- 
notes a projection onto a coordinate axis 
and the number of subscripts and super- 
scripts denotes the rank. Vectors are iden- 
tified as first-rank tensors, and dyadics are 
identified as second-rank tensors. Covari- 
ant and contravariant vector transforma- 
tions are defined and identified as tensors 
of second rank. The Kronecker delta (the 
identity dyadic) and the permutation ten- 
sor (in three dimensions) are presented as 
important special tensors. The inner (dot) 
and vector (cross) products of vectors are 
defined. The use of the indicial notation 
to determine relationships among sums 
and products of tensors is illustrated by 
use of an example. 


scends to valleys below the n-dimensional 
plane at points to be avoided. 

The heart of the method is an algorithm 
that examines the slope of surface S. The 
objective is to determine which way to 
move in n-dimensional space to go "uphill" 
on S to the precise datum sought. In the ex- 
ample at the top of the figure, the slope is 
uphill from the point (0,0) to the point (0,1). 
Thus, the approximate query (0,0) would 
produce the exact response (0,1). 

If the query conflicts sufficiently with all 
stored data or is ambiguous, the system 
responds with an appropriate indication. 
For example, as shown at the bottom of the 
figure, the query (1,0) or (0,1) would pro- 
duce the responses (0,0) and (1 ,1) with an 


indicatbn that either response is equally 
likely to be correct. In a more realistb prob- 
lem with a greater number of dimensions 
and stored data, the user might help re- 
solve the ambiguity by ref ining the query or 
modifying the stored data. 

This work was done by Lui Wang of 
Johnson Space Center and Gordon G. 
Johnson of Barrios. For further informa- 
tion, Orcle 39 on the TSP Ftequest Card. 

This invention is owned by NASA, and a 
patent application has been filed. Inquiries 
concerning nonexclusive or exclusive 
license for its commercial development 
should be addressed to the Patent 
Counsel, Johnson Space Center [see page 
22]. Refer to MSC-21415. 
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for 386 & 486 based PCs with extended Memory 





VM (extended Memory) is a computer algebra 
^ system designed especially for power 
users who need to do large symbolic math prob- 
lems as well as heavy duty number crunching. 

"Industrial strength" DERIVE XM 
operates identically to the original, menu-driven 
DERIVE, A Mathematical Assistant program. 
DERIVE XM provides the same features and func- 
tions, intelligently applying the rules of mathematics 
to solve symbolic and numeric problems in algebra, 
trigonometry, calculus, and matrix algebra. 

In addition, DERIVE XM can make use of up to 
4 gigabytes (4 billion bytes) of extended memory. 

DERIVE XM is a powerful tool for mathematicians, 
engineers, and scientists. It's easy to use, and the 
size of problems you can solve is limited only by your 
computer’s memory and speed. 

DERIVE XM requires a 386 or 486 based 
PC compatible computer with 2 or more megabytes 
of memory. The suggested retail price is $375. 
Contact Soft Warehouse for a list of dealers. 
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The next major section of the report de- 
scribes the vector and dyadic notations, 
in which each vector, dyad (direct product 
of two vectors), or dyadic (sum of dyads) 
is represented without subscripts or super- 
scripts that refer to particular coordinate 
axes. The effects of dot and cross products 
are discussed. The concept is extended to 
triadic notation, illustrated by an example 
of the use of the permutation tensor in 
three dimensions as a third-order triad. In 
another example, the partial derivative, with 
respect to the second vector, of a cross 
product of two vectors is represented as 
a dyadic. 

The third major section describes ma- 
trix notation, which offers a coordinate-de- 


pendent representation of vectors or dyad- 
ics, with a simple link to the coordinate-free 
representation. Dot and cross products are 
described. It is explained how matrix nota- 
tion makes it relatively easy to determine 
transformations of vectors and dyadics. 

Other notations are mentioned but not 
discussed in detail. These include quater- 
nion notation (useful in characterizing rota- 
tions) and matrix notations in spaces of 
more than two dimensions. 

This work was done by Samuel W. Sirlin 
of Caltech for NASA’s Jet Propulsion 
Laboratory. To obtain a copy of the report, 
" Notations for Tensor Manipulation," Cir- 
cle 104 on the TSP Request Card. 
NPO-18250 
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HISTORICAL 

STANDARDS & SPECIFICATIONS 


All right! Spe<master lets 
you look up, look at and print 
a historical or current flil-Spec 
in seconds on CD-ROM. 


Specmaster can help you find and 
make copies of current and 
historical full-text Mil-Specs in less 
time than it takes to find them on 
microfilm. 

The Specmaster historical 
Mil-Spec file on over twenty 
compact discs dates well back into 
the 1960s. 

For current documents, the 
Specmaster file of the 50,000 
DOD-listed Mil-Specs, Mil-Stds, 
QPLs, DIDs, FIPs, handbooks, 
etc., is updated weekly. How 
current can you get? 

Lightning fast. Easy to use. 
Specmaster works with your IBM 
AT or compatible PC with 640K 
RAM and DOS 3.1 or later. And, 
if you have a lot of spec users, 
Specmaster can be networked on 


your PC-LAN for greater economy 
and increased productivity— 
imagine all of your engineers able 
to use Specmaster from their 
desks or workstations. 

Call 800-638-8094 

for a free demonstration or more 
information about Mil-Specs, 
industry standards and vendor 
catalogs on CD-ROM. 


Nations! 

1200 Quince Orchard Bk*d. Gaithersburg, MD 20878 
1 800-638 8094 (Outside USA 1-301-590 2300) 


Vision Science and 
Technology at NASA 

NASA scientists and engineers 
describe their work and plan 
future research and 
development. 

A report presents the results of a work- 
shop-type conference on vision science 
and technology (VST) at the National Aero- 
nautics and Space Administration. About 
50 NASA scientists and engineers par- 
ticipated in the workshop with the follow- 
ing goals: 

• Refining the definition of VST, 

• Identifying NASA’s VST needs, 

• Taking inventory of NASA's expertise in 

relevant disciplines, 

• Fostering communication among NASA 

groups, and 

• Developing a strategy for further work on 

VST. 

Through VST, researchers seek to under- 
stand vision in humans and machines at 
the biological, physical, and mathematical 
levels and to translate their findings into 
practical advances in human factors, dis- 
plays, image processing, and autonomous 
robotic vision. 

The report describes the VST needs of 
wide-ranging NASA projects, including a 
planetary rover, automatic rendezvous and 
docking, study of global change, and a hy- 
personic civilian transport aircraft. It sum- 
marizes the VST activities and lists the 
principal researchers at NASA research 
centers. It analyzes the strengths and 
weaknesses of NASA VST programs. It 
proposes specific strategies for building an 
effective VST program for the future. The 
report includes a compilation of abstracts 
of papers presented at the workshop. 

The report concludes that, although 
NASA work on VST is of high quality, the 
level of effort is insufficient to meet the 
demands of future missions. It recom- 
mends that the NASA program on VST be 
strengthened by explicitly acknowledging 
VST in planning and funding, adding to the 
VST research staff, encouraging special- 
ization in research on selected topics, 
establishing a center of excellence in VST, 
promoting collaboration with universities 
and among NASA centers, and adopting 
a long-term emphasis on fundamental 
work in VST to support future applications. 

This work was done A. B. Watson and 
J. B. Mulligan of Ames Research Center 
Further information may be found in NASA 
TM-102214 (Revision 1) [N90-22216], "Vi- 
sion Science and Technology at NASA: 
Results of a Workshop." 

Copies may be purchased [prepayment 
required] from the National Technical In- 
formation Service, Springfield, Virginia 
22161, Telephone No. (703)487-4650. Rush 
orders may be placed for an extra fee by 
calling (800) 336-4700. ARC-13116 
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Life Sciences 


In Vitro, Matrix-Free Formation 
of Solid Tumor Spheroids 

Spheroids develop from anchorage-dependent 
and suspension cells in a bioreactor. 

Lyndon B. Johnson Space Center, 

Houston, Texas 

An in vitro matrix-free process forms relatively large solid 
tumor spheroids from suspension cells and from anchorage- 
dependent cells in a clinostatic bioreactor developed by NASA. 
The reactor vessel rotates slowly about a horizontal axis and 
is configured so that the rotation gives rise to an approximation 
of zero-gravity growth conditions. The reactor promotes the 
formation of relatively large spheroids by maintaining low 
shear forces while supplying adequate nutrients and removing 
wastes. Tumor spheroids cultured in this way have exhibited 
diameters from 750 to 2,100 urn; these spheroids have been 
closer, in size and mass, to theoretical avascular in vivo tumors 
than were cultured by use of older techniques. The process 
may be useful in studying the efficacy of chemotherapeutic 
agents against tumor cell masses and in the study of in- 
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Spheroid From Small-Cell Lung Cancer Cell Line NCI-H146 



Spheroid From Human Glioma Cell Line HB/09 

These Spherical Clumps of Cancer Cells were grown by use of the 
process described in the text. 
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teractions between cells that are not con- 
strained by solid matrices. 

Two versions of the process have been 
demonstrated: one for anchorage-inde- 
pendent cells and one for anchorage- 
dependent cells. In preparation for the 
demonstrations of the version for the an- 
chorage-independent cells, suspension 
cells from the human small-cell lung can- 
cer line NCI-H146 were cultured as follows: 
A large-bore glass pipette was used to re- 
suspend 1.25 xlO 7 log-phase anchorage- 
independent cells in 50 mL of fresh nu- 
trient medium that had a temperature of 
37 °C. A reactor of 50-mL capacity was 
filled with this inoculated medium, and a 
20-mL syringe filled with fresh medium 
was attached to the reactor, which was 
then attached to a spindle shaft in a 5- 
percent-C0 2 incubator with a 0.2-/un air- 
filtration pump. A 25-rpm rotation was be- 
gun immediately, increased to 30 rpm at 


24 h, and increased to 35 rpm at 48 h. 
Every second day, 20 mL of fresh medium 
prewarmed to 37 °C was inoculated, the 
pH was maintained at 7.3, and the con- 
centration of glucose was maintained at 
175 mg/dL. The process was maintained 
for 8 to 10 days for optimal growth and 
development of spheroids. The upper part 
of the figure shows a spheroid that devel- 
oped in 8 days. 

In preparation for the demonstrations of 
the other version of the process, anchor- 
age-dependent cells from the human glio- 
ma cell line HBr09 were cultured as fol- 
lows: Cells from monolayer cultures were 
trypsinized, centrifuged, and resuspend- 
ed in fresh medium at 37 °C. The reactor 
was filled with this medium, and a 20-mL 
syringe filled with fresh medium was at- 
tached. The reactor was then attached to 
the spindle shaft and placed in the incu- 
bator, where it was held for 2 h without 


rotation. After 2 h, the vessel was made 
to start rotating at 12 rpm. The rate of rota- 
tion was increased to 22 rpm at 4 h, to 
30 rpm at 6 h, and to 41 rpm at 26 h. Daily, 
20 mL of fresh medium prewarmed to 
37 °C was inoculated, the pH was main- 
tained at 7.3, and the concentration of 
glucose was maintained at 280 mg/dL. 
The process was maintained for 6 to 8 
days. The lower part of the figure shows 
a spheroid that developed in 8 days. 

This work was done by Steve R. Gonda 
and Garry M. Marley of Johnson Space 
Center For further information, Circle 20 
on the TSP Request Card. 

This invention is owned by NASA, and 
a patent application has been filed. In- 
quiries concerning nonexclusive or ex- 
clusive license for its commercial develop- 
ment should be addressed to the Patent 
Counsel, Johnson Space Center [see page 
22]. Refer to MSC-21843. 


Prosthetic Hand With Two Gripping Fingers 

Rotation of the remaining part of the forearm controls one of the fingers. 


Marshall Space Flight Center, Alabama 


The figure illustrates a prosthetic hand 
for an amputee who retains a significant 
portion of a forearm. The outer end of the 
device is an end effector that includes two 
fingers, one of which can be moved by 


rotating the remaining part of the forearm 
about its longitudinal axis. 

The prosthetic hand is fitted to the upper 
arm by means of a flexible upper cuff, 
which is held in place by hook-and-pile 


strips (Velcro® or equivalent). A tubular 
lower cuff surrounds the upper part of the 
remaining forearm without pressing on it 
or restricting its movement. The flexible 
upper cuff and the tubular lower cuff are 


Visual Simulation for the 90s 



Introducing VisSinr 1.2 


VisSim1.2is a visually boards from: DTI, MetraByte, 
programmed, nonlinear Strawberry Tree, and Advantech. 

dynamic modeling application VisSim/Neural-Net is an add-on 
for continuous and discrete based on NeuroWindows™. 

multirate systems. VisSim/C-Code is an add-on that 

generates C code from a diagram. 


VisSim/ANALYZE is an 

analysis add-on that generates VisSim runs on MS/Windows and 
Bode and root locus plots. UN1X®/X systems. 

VisSim/RT is a real-time, data 


acquisition add-on for PC 
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Westford. MA 01886 
Tel 508-392-0100 
Fax 508-692-3102 
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An original and 
decorative T- 
shirt design de- 
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a blue ocean 
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golden sun and 
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ground. A vivid 
design in splen- 
did four-color. 
Only $12.95 


Please send Columbia T-shirts at $12.95 (quantity) 

Circle size(s): S M L XL 
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joined by metal straps that pivot about the 
axis of the elbow joint. 

The main body of the end effector is an 
end member that supports the fingers, a 
roller bearing assembly, and a rack-and- 
pinion mechanism that moves the upper 
finger. A socket and a pinion gear are joined 
by a shaft that turns in the roller bearing 
assembly. Two metal straps secure the end 
member to the tubular lower cuff. The low- 
er finger is fixed on the end member. The 
upper finger pivots about a cylindrical bear- 
ing on the end member, and a slider attached 
to the rack fits in a groove in the upper 
finger. 

The remaining part of the forearm fits 
snugly in the socket. The rotation of the 
forearm and socket drives the pinion gear, 
which in turn drives the rack up or down. 
The mechanical advantage of the rack-and- 
pinion mechanism enables the user to open 
or close the gap between the fingers with 
considerable precision and force. 

This work was done by William E. 
Norton, Jewell B Belcher, Thomas W. Vest, 
and James R. Carden of Marshall Space 
Flight Center. For further information, Cir- 
cle 28 on the TSP Request Card. 

This invention is owned by NASA, and 
a patent application has been filed. In- 
quiries concerning nonexclusive or ex- 
clusive license for its commercial develop- 
ment should be addressed to the Patent 
Counsel, Marshall Space Flight Center 
[see page 22]. Refer to MFS-28627. 
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that moves the 
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Advanced Materials: Performance Through Technology Insertion 
Anaheim Convention Center - Anaheim, California - May 10-13, 1993 

□ Over 200 Papers to be presented in 40 Technical Sessions with the 
following topic groups: Advanced Materials, Processing and 
Fabrication Technology, and Technology Insertion Applications. 

□ Keynote Address by Dr. Gary L. Denman, Director, 

Defense Advanced Research Project Agency (DARPA). 

□ Special SAMPE Workshop on Composite Design, featuring 
Brandt Goldsworthy, Burt Rutan and Dr. Clem Hiel as speakers. 

□ Two Tutorials, Design and Processing Rules for Composites 
and Mechanical Testing of Composite Materials. 

□ 400 Exhibiting Companies displaying products and services 
for the advanced materials and processes community. 

□ Third Annual SAMPE Job Fair to be held in conjunction with this event. 

Don’t Miss This Advanced Materials and Processes Event of the Year! 

SAMPE International Business Office, P O Box 2459, Covina, CA 91722 
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Books and Reports 

These reports, studies, handbooks are avail- 
able from NASAasTechnical Support Pack- 
ages (TSP's) when a Request Card number 
is cited; otherwise they are available from the 
National Technical Information Service. 

Leaf Areas and Spectral 
Properties of Slash Pine 

Seasonal variations in leaf 
area are correlated with red 
and near-infrared radiances. 

A NASA technical memorandum de- 
scribes experiments to test the feasibility 
of estimating seasonal leaf areas of forest 
canopies from spectral radiances meas- 
ured by remote (e.g., satellite-borne) instru- 
ments. Accurate estimates of seasonal leaf 
areas of forests are necessary for studies 
of seasonal exchanges of energy between 
forest canopies and the atmosphere. 

The experimental forest was a stand of 
slash pine ( Pinus elliottii) in northern Flori- 
da. Sixteen plots, each 50 x 50 m were 
used, and half of them were fertilized (to 
stimulate increases in foliage). During ap- 
proximately 3 years starting in 1986, 
samples of various parts of trees and of 
litter on the forest floor were taken at vari- 
ous intervals (some annual, some monthly, 
some twice monthly) and used to estimate 
the monthly varying leaf area index (LAI), 
which is the total area of leaves per unit 


area of ground. 

Digital image data obtained from the 
Landsat Thematic Mapper included radi- 
ances of the forest in the red wavelength 
range of 630 to 690 nm and in the near- 
infrared wavelength range of 760 to 900 
nm. These wavelength ranges were chosen 
for the following reasons: On the basis of 
previous studies, it was known that at near- 
infrared wavelengths, radiation is strong- 
ly scattered within leaves and therefore 
reflection from the canopy is high, but that 
at red wavelengths, absorption in the pig- 
ments of the leaves is high and therefore 
reflection from the canopy is low. Conse- 
quently, the LAI increases with the differ- 
ence between the near-infrared and red 
reflections from the canopy as viewed 
from above. 

The digital spectral image data were as- 
signed to the corresponding ground loca- 
tions, converted to absolute radiances, 
and corrected for the effects of the atmos- 
phere. The intermediate product of this 
analysis was the normalized-difference 
vegetation index (NDVI) of each plot, de- 
fined by 

NDVI = (L nir -L r )I(L nir + L r ) 
where L NIR and L R denote the infrared and 
red radiances. The NDVI of each plot was 
normalized to a constant zenith angle of 
the Sun, yielding one value of NDVI per 
plot per date. 


Linear relationships between the values 
of NDVI and LA| with correlation coeffi- 
cients of 0.35, 0.75, and 0.86 were found 
in the data from all 16 plots taken in Feb- 
ruary 1988, September 1988, and March 
1989, respectively. Then linear relationships 
were derived from data pertaining to eight 
of the plots and used to estimate the LAI 
of each of the other eight plots from its 
normalized NDVI. The root-mean-square 
error of these estimates of LAI was 0.74, 
which was only 15.6 percent of the aver- 
age of the LAI values obtained from the 
ground samples. Thus, it appears that there 
may be potential for the use of remote sens- 
ing in estimating seasonal changes in LAI. 

This work was done by Paul J. Curran 
of the University College of Swansea, 
Jennifer L. Dungan of TGS Technology, 
and Henry L. Gholz of the University of 
Florida for Ames Research Center Fur- 
ther information may be found in NASA 
TM-102278 [N90-25397], "Seasonal LAI in 
Slash Pine Estimated With Landsat TM." 

Copies may be purchased [prepayment 
required] from the National Technical In- 
formation Sen/ice, Springfield, Virginia 
22161, Telephone No. (703)487-4650. Rush 
orders may be placed for an extra fee by 
calling (800) 336-4700. 

ARC-12857 
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New on the Market 


Advanced Micro Systems Inc., 
Nashua, NH, has unveiled a gen- 
eral-purpose computer that elimi- 
nates the need for large PCs in an in- 
dustrial environment, according to 
the manufacturer. Used as a primary 
process or slave controller, the new 
BIB-52 features up to 128 KB bat- 
tery-backed memory, 72 filtered in- 
puts, 72 high-powered outputs, RS- 
232/RS-485 Party Linecommunica- 
tions, and a customized Intel BASIC 
interpreter with floating point math. 
For More Information Circle No. 768 


The AP2 array processor card an- 
nounced by Tucker-Davis Tech- 
nologies, Gainesville, FL, provides 
scientists and researchers with a so- 
phisticated and integrated platform 
for AT bus machines, significantly 
reducing software development and 
laboratory set-up time. It features a 
high-speed, noiseless fiber-optic link 
to over 30 modular signal process- 
ing components. Employing AT&T's 
DSP32C floating-point processor, 
the AP2 runs at 50 MHz for a peak 
performance of 25 MFLOPS. 

For More Information Circle No. 764 


The EPI-050 pressure sensors from 
Entran Devices Inc., Fairfield, N), 
featurea micro-miniaturesize, broad 
measuring range, and static and 
h igh-frequency capabi I ity. The sen- 
sors are so small that they can 
approximate a true point measure- 
ment, according to the manufac- 
turer. They employ a 0.05" diameter 
silicon chip sensing element, with 
three standard mounting config- 
urations. Probes are available to 
measure pressures from 1 -2 psi and 
0-300 psi with outputs as high as 
125 mV and resonant frequencies 
to 1 .7 MHz. 

For More Information Circle No. 772 

Pacific Cyber/Metrix Inc., Dublin, 
CA, has integrated multiple DSP 
processors and video acquisition 
hardware to permit real-time image 
processing with sophisticated soft- 
ware-driven algorithms. The new 
board-level VMEbus system, called 
DSP-38, can extract information em- 
bedded in images acquired from 
visible-light cameras, tomographic 
equipment, radar, sonar, and infra- 
red systems. Computers learn how 
to "see," making it practical to build 
systems such as autonomous ve- 
hicle controllers, object trackers, and 
robots that can act on image stimuli. 
For More Information Circle No. 770 


Nylok Fastener Corp., Rochester, 
Ml, has developed a locking device 
and process that provides threaded 
fasteners with consistent self-lock- 
ing ability at temperatures up to 
232° C. NYTEMP™ fasteners meet 
the torque and vibration require- 
ments of MIL-F-18240E as well as 
IFI-124 and IFI-524 specifications. 
Made of a highly temperature-resis- 
tant polymer, the locking element is 
applied as an orange-colored patch 
to internally or externally threaded 
parts and can be varied to suit par- 
ticular torque requirements. 

For More Information Circle No. 766 


CupraSelect™, a novel copper com- 
pound for processing semiconduc- 
tor devices, has been formulated by 
Schumacher, Carlsbad, CA. The high 
electrical conductivity of copperwill 
make it a key component in future 
ultracompact, high-speed micro- 
chips, according to the manu- 
facturer, replacing aluminum as the 
material of choice. CupraSelect, a 
volatile liquid copper compound 
designed for chemical vapor depo- 
sition of copper films, enables thin- 
film technology to be used widely in 
integrated circuit manufacturing, 
multichip module fabrication, and 
flat panel display wiring. 

For More Information Circle No. 788 


SEAL MASTER 

INFLATABLE SEALS 



Providing fitting solutions 
for your toughest 
sealing problems 


They're 

Deucedly 

Clever'' 


It’s the practical and efficient 
solution where sealing 
difficulties exist 


Weather • Water • Noise • Heat/Cold 
Light/Dark • Pressure/Vacuum • Chemicals 
Radiation • Contaminants • Interference 


We customize to your needs where a positive seal is required 
between opposing surfaces. Call or write for design assistance. 
Illustrated literature available. 




SEAL MASTER CORPORATION 


INFLATABLE SEALS AND CITHER CUSTOM RUBBER PRODUCTS 


368 MARTINEL DRIVE • KENT, OH 44240-4368 USA 
(216) 673-8410 • FAX (216) 673-8242 
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Precision 

Aluminum 

Extrusions 

A new brochure 
from MINALEX, 
the company that 
started, developed 
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lead the precision 
extrusion industry 
in miniature and 
close tolerance 
shapes up to a 
3 Vs" circle size. 
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STEVENS URETHANE 
FIIM WON'T CRACK 
AT 30,000 FEET 

When you can't tolerate product failure, look 
to Stevens polyurethane film and sheet for 
the answer. Its ability to stand up to con- 
tinual flexing and resistance to skin oils 
makes it the ideal material for high per- 
formance aircraft earphone 
cushions. And, urethane is 
more comfortable against 
skin, too! Stevens urethane 
film and sheet could be the 
solution to your design prob- 
lem. Thicknesses from .001 ' 
to .125”. Widths from 5 "to 
60". Send for our free 
brochure today. 


JPS Elastomerics Corp. 

Urethane Products Division 
395 Pleasant Street, Northampton, MA 01060 
Tel: (413) 586-8750, Fax: (413) 584-6348 


For More Information Circle No. 561 


Voltek Polyolefin Foams. 

Designed to comply with all 
industry standards. 

Voltek foams are perfectly suited for 
use in a tremendous variety of pro- 
duct design applications. From alpine 
ski gloves to automotive headliners. 
From sealing gaskets to suture holders, 
designers meet their unique product 
requirements with versatile Vblara®, 
Volextra® and Minicel • foams - in 
roll, sheet and bun form. 

Get your hands on the right mate- 
rial for your next design project. 

Call or write to Voltek for free foam 
samples and literature. 



Tape 

Transportation 

Packaging 

..and much more 



1 - 800 - 225-0668 

Sfeltek. 

k Division ofSekisui America Corp 
^ 100 Shepard St reel 

Hk Lawrence. M A 01843 

U' - Phone (508)685-2557 


New on the Market 


UNIRAS Inc., Dallas, TX, is offering 
an update of its Toolmaster scien- 
tific visualization software designed 
to significantly reduce the program- 
ming effort necessary for graphics- 
based visualization applications. 
Available for UNIX workstation and 
supercomputer platforms, the new 
version features an integrated GUI- 
builder that allows the user to de- 
velop and test a graphical user inter- 
face and graphics application code 
simultaneously as well as a family of 
custom widgets that perform pre- 
defined visualization operations and 
include ready-to-use interface com- 
ponents such as color selectors. 

For More Information Circle No. 784 



Applicon Inc., Ann Arbor, Ml, has 
i ntroduced Bravo Version 4 .0, easy- 
to-use engineering tools for design 
and manufacturing. The software 
marks the commercial debut of the 
company's Dynamic Modeling™ 
technology which, unlike paramet- 
ric and variational modeling meth- 
ods, uses geometric principles di- 
rectly. Dynamic Modeling allows 
users to capture their design inten- 
tions, modify the geometric rela- 
tionships that express those inten- 
tions, and evaluate multiple design 
alternatives — all in real time. 

For More Information Circle No. 778 



Shimadzu Scientific Instruments 
Inc., Columbia, MD, has intro- 
duced thermal analysis software that 
combines multi-tasking features to 
enable real-time data collection 
and analysis on up to four instru- 
ments simultaneously. Called TA- 
50WS, the software runs under 
Windows 3.1 . It automatically de- 
faults, codes, and saves each file 
by date, time, and channel, and 
provides resident ASCII conversion 
for easy importing and exporting 
of data. 

For More Information Circle No. 786 



CENTRIC Engineering Systems Inc., 
Palo Alto, CA, has announced 
Spectrum™, the first simulation- 
based design program to incorpo- 
rate multiphysics, intelligent numeri- 
cal algorithms, and scalable pro- 
cessing capabilities. The software's 
full spectrum physics capabilities 
permit engineers to simulate com- 
prehensively a product's behavior 
during the design process, resulting 
in better designs, lower design costs, 
and reduced time to market. Spec- 
trum is available for workstation, 
departmental, and high-perfor- 
mance computer environments. 
For More Information Circle No. 776 


The industry's smallest and lightest 
400 VA battery backup (UPS) sys- 
tem has been announced by Tripp 
Lite, Chicago, IL. Dubbed the BC 
400, the unit incorporates rede- 
signed circuitry for high-perfor- 
mance powering of desktop PCs, 
phone systems, cash registers, or 
internet hardware such as hubs, 
bridges, and routers. The BC 400 
features two spike-protected AC 
outlets, large batteries for longer 
life, and a highly efficient pulse- 
width-modulated waveform output. 
For More Information Circle No. 780 


AutoPROJECT, integrated project 
management software that runs in 
the AutoCAD environment, has been 
released by Research Engineers Inc., 
Orange, CA. Features include vari- 
ous means of data entry — graphi- 
cal, form screens and command file 
or batch mode; multiple calendars; 
algorithms to allow automatic ac- 
tivity split, multiple resource level- 
ing, resource-constrained time 
sc hed u I i ng, and earned va I ue a na ly- 
sis; cost-performance S curves; and 
a custom report generator for indi- 
vidual and comparison reports. 

For More Information Circle No. 782 
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New on the Market 


Swanson Analysis Systems Inc., 
Houston, PA, has released revision 
5.0 of its ANSYS finite element an- 
alysis software. The program con- 
tains enhancements to nonlinear- 
ities, solid modeling, solid meshing, 
graphics, magnetics, design optimi- 
zation, and the user interface. ANSYS 
is integrated with the FLOTRAN® 
computational fluid dynamics pro- 
gram to offer a common user inter- 
face for model building and analysis. 
For More Information Circle No. 794 



The 3054 DSP System from 
Tektronix Inc., Beaverton, OR, of- 
fers the fastest available real-time 
spectrum analysis. The 3054 uses a 
unique bank-of-fi Iters analyzer and 
newly-designed processing to pro- 
vide spectral frame update rates as 
fast as 12.5 pS. Updated memory 
processing and data compression 
methods expand stored capture 
time coverage to a range of 0.8 sec- 
onds to more than 26,000 seconds. 
For More Information Circle No. 800 



Star Semiconductor Corp., Warren, 
N), has introduced the first signal 
processor to run at a sustained rate 
of 40 MIPS. The SPROC-1 400 em- 
ploys four 50 MHz general signal 
processors running concurrently on 
a single chip to deliver a combined 
instruction cycle time of 25 nano- 
seconds. Utilizing a 0.8-micron 
manufacturing process, Star re- 
duced the size and cost of the 
SPROC-1 400 chip, which can re- 
place multiple first-generation digi- 
tal signal processors and hundreds 
of analog components with an easy 
to program, integrated solution. 

For More Information Circle No. 798 



The ADPI™ One For All™ tape 
backup system from Analog & Digi- 
tal Peripherals Inc., Troy, OH, can 
support multiple PCs in an office. It 
plugs directly into the parallel printer 
port of a computer without the use 
of controller cards or special adapt- 
ers. Available in 160/320 or 600/ 
1 200 MB versions, the system pro- 
vides up to 12 MB per minute 
backup, set-up time of one minute 
or less, and a menu-driven IBM SAA/ 
CUA interface. 

For More Information Circle No. 792 


Universal Technical Systems Inc., 
Rockford, IL, has introduced Dy- 
namics and Vibrations Analysis 
(DVA), software designed to dra- 
matically reduce the time required 
to analyze the vibration of struc- 
tures and fluids. DVA solves prob- 
lems with forward and backward 
analysis and produces plots of mode 
shape with a simple menu selec- 
tion. It covers a variety of topics 
including geometric properties of 
plane areas and solid bodies; spring 
and pendulum systems; straight 
beams, curved beams, and frames; 
cables and cable trusses; and plates, 
membranes, and shells. 

For More Information Circle No. 760 


A small-diameter modular bore- 
scope from Machida Inc., Orange- 
burg, NY, enables internal visual 
inspection of hard to reach areas. 
The system is comprised of three 
main detachable elements — an eye- 
piece ocular, a light guide cable, 
and a flexible or semi-flexible probe. 
Probes with diameters ranging from 
.025" to .079” and working lengths 
of 1 1 ” or 23“ are available. 

For More Information Circle No. 796 



IT’s Like Having A 
Cray On Your Desk! 


HiQ”'— the prob- 
lem-solving toolbox 
for scientists and 
engineers — puts a 
powerful, integrated 
environment into 
your workstation. 




What TFie 
Experts Said... 

"The right choice 
for serious engineer- 
ing. Amazingly fast 
Dazzling graphics. 
The most powerful 
numerical software 
for the Mac. Can do matrix prob- 
lems that make MATLAB hang up or 
report system errors" 

MACWORLD 


Real World Math 

HiQ offers you the most com- 
plete set of real-world mathematical 
functions available. No other 
numerical analysis 
package 
includes the 
phenomenal 
range of disci- 
plines, dep»h of 
application, or raw computing 
power with an interface you already 
know how to use. 

Three components work togeth- 
er in HiQ to complete your pro- 
jects quickly and logically: 

• Analysis Engine 

• HiQ-ScripC 

• Project Worksheet 

BiMillENNiUM 

Bimillcnmum Corporation • 16795 Lark Avc. • Suite 200 • Los Gatos, CA 95030 • FAX (408) 354-4388 


10/92 

'A scientific Swiss Army knife. 
More than 600 built-in functions, 
interactive 2-D and 3-D graphics, 
and its own 4GL. Create, solve and 
present in a single environment" 
BYTE 
9/92 

Version 20 for Apple Macintosh 
available now for only $995. For 
more information or to qualify for a 
free demo package, call now! 

800-488-8662 


For More Information Circle No. 497 



UVCURE 

ADHESIVES 

Designed to Your Specifications 


MASTER BOND UVIO 


■ One-part system ■ UV cures in seconds 

■ Solvent free, 100% solids ■ High strength, 
durable bonds ■ Minimal shrinkage 

■ Superior chemical resistance ■ Outstanding 
electrical insulation 
properties ■ Con 
venient packaging 


Master Bond Inc. 

Adhesives ; Sealants & Coatings 


For information, 
call or write: 
Master Bond Inc 
154 Hobart Street 
Hackensack. NJ 07601 
201-343-8983 
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Position sensing 
goes digital 

IAAAAAAAA I 





World's smallest 
position sensor 


New EASI-9500™ — the precision of noncontact 
analog position sensing with the accuracy and ease 
of a digital system. Digitize multiple channels of 
analog data, then process it to your requirements, 
with or without a host computer. Now! Temperature 
feedback from the same sensor! Call for details. 

800 - 552-6267 

Kaman Instrumentation, 1500 Garden of the Gods Rd. 
Colorado Springs, Colorado 80907 
Phone 719-599-1132, Fax 719-599-1823 


KAMAN 


For More Information Circle No. 644 




M icro Mo 

The Market Leader in Coreless Motor Technology 
Micro Mo Electronics Inc. 

742 2nd Avenue South 
St. Petersburg, Florida 33701 
TEL: (813) 822-2529; TLX: 807-982 FAX: (813) 821-6220 
DC MOTORS -ENCODERS -GEARHEADS -BRUSHLESS DC MOTORS 


New Literature 


Aromat Corp., New Providence, NJ, 
has published a guide to advanced 
photoelectric sensors for OEM de- 
signers and production engineers. 
The 44-page guide features the 
company's Triple Beam™ photoelec- 
tric, mark, and fiber-optic sensors, 
which can detect targets of any color 
for use in difficult counting, detec- 
tion, and range-verification applica- 
tions. Also covered are sensor speci- 
fications, performance features, and 
installation instructions. 

For More Information Circle No. 706 



A 220-page handbook on low-level 
measurements is offered by Keithley 
Instruments Inc., Cleveland, OH. The 
updated handbook covers essential 
techniques for improving measure- 
ment accuracy including sections 
on common low-level voltage, cur- 
rent, and resistance measurement 
techniques, typical applications, er- 
ror sources and how to avoid them, 
and an instrument selector guide. 
Intended for both measurement ex- 
perts and novices, the guide includes 
a detailed glossary. 

For More Information Circle No. 704 

A 1 30-page optics catalog has been 
released by Rolyn Optics Co., 
Covina, CA. Product categories in- 
clude simple and compound lenses, 
prisms, optical slats/flat glass, flat 
and concave mirrors, absorption and 
thin-film filters, beamsplitters, reti- 
cles, and instruments. The firm also 
provides custom cutting, coating, 
edging, and fabrication services. 
For More Information Circle No. 71 2 



Balzers High Vacuum Products, 
Hudson, NH, has released a catalog 
describing its components for 
vacuum production, measurement, 
and control. They include rotary 
vane and roots vacuum pumps, 
turbo-molecular and diffusion 
pumps, UHV technology, total pres- 
sure gauges and control units, leak 
detectors, and quadrupole mass 
spectrome-ters. The 228-page cata- 
log provides data on product perfor- 
mance, ap-plications, technical 
specifications, and accessories. 

For More Information Circle No. 708 

A reference catalog of standby and 
on-line static UPS, line condition- 
ers, battery chargers, and OEM 
power conversion components has 

been published by Computer Power 
Inc., High Bridge, N). Featured are 
100VA single-phase to lOOkVA 
three-phase models with ferroreso- 
nantand PWM technology designed 
for harsh environments. The prod- 
ucts are suited for critical applica- 
tions in industrial plants, computer 
installations, communications cen- 
ters, and electrical facilities. 

For More Information Circle No. 720 



OMEGA Engineering Inc., Stamford, 
CT, has announced its 1993 Data 
Acquisition & Control Buyer's 
Guide™. The publication highlights 
a wide variety of plug-in boards, 
software, counters, timers, convert- 
ers, PC instrumentation, communi- 
cations equipment, motion control- 
lers, and signal conditioners. 

For More Information Circle No. 702 
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Modeling and analysis completed with a Motif-based X Window " interface. 


Is the pressure 
getting to you? 


Do you have enough 
power? What happens if a 
line breaks? And, can you 
control it? 

If you design hydraulic 
systems, you probably have 
questions like these all the 
time. 

Now you can get 
answers. 

With EASY5x* 

Unparalleled system 
modeling and analysis. 

EASYSx software lets you model and analyze com- 
plex hydraulic systems on your UNIX* workstation. 
Quickly. Accurately. And cost-effectively. 

That’s because it’s the only dynamic system model- 
ing software that comes with pre-defined hydraulic blocks 
that connect together with the click of a mouse. It also 
comes with hundreds of other supporting linear and 
non-linear modeling elements. 

In addition, you get a sophisticated graphical user 
interface that brings non-linear simulation, steady-state 
analysis, and control system analysis to your fingertips. 

The speed you need. 

Hydraulic systems are just the beginning. Because you 
can use EASY5x to model and analyze any type or size of 


dynamic system. Electrical, 
mechanical, chemical, you 
name it. 

And EASY5x gives accu- 
rate answers to non-linear 
simulation problems up to a 
hundred times faster than 
competitive software. You 
can even run your simula- 
tions in real time on hard- 
ware provided by Applied 
Dynamics International. 
Even our control sys- 
tem analysis tools will save you time, especially when 
you analyze multi-rate sampled data systems. 

Call for more information. 

EASY5x was developed, tested, and refined at 
Boeing, solving real-world problems. And today, it’s 
used by thousands of engineers around the world. 

If you’d like to know more, we’d be happy to send 
you a set of demonstration videos. Or, if you like, free 
trial software for your Sun, Hewlett-Packard, Silicon 
Graphics, Digital, or IBM RS6000 UNIX'" workstation. 

Just call 1-800-426-1443 or FAX 1-206-865-2966. Or 
write to Boeing Computer Services, P.O. Box 24346, 
M/S 7L-46, Seattle, WA 98124-0346. 



Non-linear simulation results viewed 
interactively or off-line. 







cr\A 














You’re looking at a new and better 
way to measure temperature! 

It’s the Mikron Ml 90 infrared non-contact 
thermometer for permanent and semi-permanent 
installations. It’s fast, accurate, reliable and 
computer-interactive ! 

• Accuracy: +0.25% of reading 

• Resolution: 0.1 °C 

• Through-lens sighting and sharp focussing 

• Push button selected Peak and Valley functions 

• Digital and analog output 

• Software permits remote operation from computer 

• Temperature range: 250 to 3000°C 


m MIKRON 

445 W. Main St., Wyckott, NJ 07481 U.S.A. 

TEL: 201-891-7330 • FAX: 201-891-1205 Made in U.S.A. 


For More Information Circle No. 598 


ECS COMPOSITES 


"ECS Composites, 
creator of shock 
mounted Transportable 
Enclosures for 19-inch 
electronics has, for 38 
years been the world's 
leading manufacturer of 
reusable commercial 
and MIL-SPEC trans- 
port containers. 

In addition to 
thousands of standard 
sizes and custom case 
designs available, ECS 
engineering teams 
provide 


ECS offers compres- 
sion molded composite 
thermoformed and 
rotationally molded 
products, fabricates and 
molds custom cushions, 
is SPC and MIL-I-45208 
certified, and provides 
competitive pricing with 
on time deliveries." 



expert EMI/RFI, shock, 
and vibration advice 
and unsurpassed 
packaging design 
assistance. 


ECS COMPOSITES 

3560 Rogue River Hwy/P.O. Box 188 
Grants Pass, Oregon 97526 
(503) 476-8871 Fax 503-474-2479 


New Literature 


Elmwood Sensors Inc., Pawtucket, 
Rl, has released a product guide 
highlighting its thermal cut-offs 
(TCOs) and motor and transformer 
protectors (MTPs). The thermal fuses 
offer design engineers cost-effec- 
tive alternatives for a wide variety of 
thermal protection applications. 
Featured products include the RD- 
Series TCOs, which are configured 
for use in HVAC applications and 
available in ceramic teardrop and 
round base styles. 

For More Information Circle No. 718 



American Variseal, Broomfield, CO, 
has announced its new selection 
guide for high-performance spring- 
energized seals. The color manual 
details a wide range of products for 
static, reciprocating, and rotary ser- 
vice with data on seal materials, 
gland design, and surface finish. 
For More Information Circle No. 714 

A pressure transducer and pressure 
transmitter brochure has been pub- 
lished by Taber Industries, North 
Tonawanda, NY. Transducers are 
available in low-level and high-level 
models in a variety of pressure ranges. 
They offer infinite resolution, re- 
peatability within 0.10% FSO, and 
compensated temperature range 
from -30° to 1 70°F. Taber's differ- 
ential transducer series provides high 
differential overload pressure and 
high line pressure as well as repeat- 
ability within 0.2% FSO. 

For More Information Circle No. 726 




A brochure from Shin-Etsu Silicones 
of America Inc., Torrance, CA, show- 
cases one- and two-component RTV 
silicones. It details applications, ad- 
vantages and disadvantages, stor- 
age and handling, bonding, curing, 
and dispensing. A physical compo- 
nent chart for one-component sili- 
cones explains the multiple cure 
systems and primers available, while 
the two-component chart addresses 
primers and catalysts. 

For More Information Circle No. 710 

A bolt-in computer/controller 

handbook from Micro/sys Inc., Glen- 
dale, CA describes more than 200 
products for embedding computers 
and controllers and provides guides 
on CPU selection and mounting. 
Featured are computer boards from 
8051s to 486s, as small as 3" x 4"; 
cardrack-based computer and I/O 
boards; and 19" rack computers with 
LCD displays and keypads. 

For More Information Circle No. 71 6 



Compumotor and Digiplan, divi- 
sions of Parker Hannifin Corp., 
Rohnert Park, CA, have jointly pub- 
lished a positioning control systems 
and drives catalog. It provides infor- 
mation on DC brush and AC 
brushless servo systems, full step 
and microstepping systems, linear 
step motor systems, microproces- 
sor-based indexers, and incremen- 
tal and absolute encoders. New 
Compumotor products include the 
AT 6400 four-axis indexer, the model 
6200 two-axis indexer, and the 
OEM650 series of OEM-oriented 
microstepping systems. 

For More Information Circle No. 724 
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Call For Papers 


TECHNOLOGY 



December 7-9, 1993 
Anaheim, CA Convention Center 

Technology 2003, the fourth national technology trans- 
fer conference and exposition, offers a unique forum to 
present new inventions and innovations to America’s top 
technology managers. Over 8000 research directors, 
project leaders, senior design engineers, and technol- 
ogy acquisition managers from industry and govern- 
ment are expected to attend the three-day event, to 
discover technology advances they can use in develop- 
ing products or improving their manufacturing processes. 

Who Should Present Papers 

Researchers from federal agencies/laboratories and 
their contractors who have produced important new 
technologies that are available for commercial use. 

Please follow this format: 

Technology 2003 
Paper Abstract 

Name: 

Position/Title: 

Affiliation: 

Address: 

Phone Number: 

Fax Number: 

Govt. Agency/Lab The Subject Technology Was 
Developed By/For: 

(if contractor-developed, please include contract #) 

Category: 

Paper Title: 

Description: 


Paper Categories 

Papers should describe innovations developed by or for 
a government agency/laboratory in one of the following 
categories: 

Advanced Manufacturing 
Biotechnology 
Computer Software 
Environmental Technology 
Materials Science 
Optics/Lasers 
SimulationA/ideo/lmaging 
Robotics 

Deadline For Submissions 

Paper abstracts must be submitted to the Program 
Chairman no later than May 1, 1993. They should be 
1 to 1-1/2 pages long and must describe the technol- 
ogy’s importance and commercial potential (see ab- 
stract format below). Abstracts submitted by govern- 
ment contractors should include the name of the agen- 
cy/iaboratory for which the work was done and the 
contract number. An independent industry panel will 
judge the abstracts on the basis of technical merit and 
potential commercial or industrial applications. All 
submittors will be notified by June 30, 1993. Mail or fax 
abstracts to: 

Leonard A. Ault 
Program Chairman, 

Technology 2003 
Code CU 

NASA Headquarters 
300 E Street SW 
Washington, DC 20546 
FAX: (202) 358-3938 

Questions? 

Call Leonard Ault at (202) 358-0721 or Wendy Janiel at 
(212) 490-3999. 


Artificial Intelligence 
Computer Hardware 
Electronics 
Life Sciences 
Medical Technology 
Power & Energy 
Test & Measurement 




Metals and Materials 

for research and industry 


Small quantities 
fast 

Metals Polymers 
Ceramics 

from the ordinary to the 
extraordinary 

For product information, 
quotations, or a 
copy of our 

comprehensive catalog, 

Call: 1-800-821-2870 
Fax: 1-800-283-2020 


Boodfelloui 


For More Information Circle No. 588 


1 

Flexible Thermofoil " 
Heaters 

< 


FORM 



FIT 1 

Aerospace • Medical instrumentation 
Commercial appliances • Processing equipment 


Put heat where you need it. Etched-foil heaters offer more power for 
faster warmup, greater uniformity, and unlimited design options. 

• Kapton, silicone rubber, polyester, • Power ratings to 110 W/in ! , 

and mica insulation for use as uniform or profiled 

high as 1 100°F (593°C) • UL, NASA approvals 

• Integral sensors; complete assemblies 


7300 Commerce U. 
Minneapolis. MN 
55432-3177 USA 


MINCO 

PRODUCTS, INC. 


Phn: 612/571-3121 
Telex: 687-9025 
FAX: 612/571-0927 



Subject Index 


A 

ACTIVATED CARBON 

Mdrcporous camon c*sks 
for sorption refngeratcr* 
page 79 NPO-18238 

ADHESIVE BONDING 

Strain gauges mounted 
to retan calibration 
page 109 MFS-28625 

AERODYNAMIC 

CONFIGURATIONS 

Comouter cooe aids 
des^n of wings 
page 32 LAR-14458 

AIR LOCKS 

Mechanem gc*oes natch 
through natchway 
page S3 MSC-21860 

AIR BREATHING 
BOOSTERS 

Supers ore *r- breathing 
stage for commercial 
launch rocket 
page 98 LAR- 14347 

AIRCRAFT OESIGN 
Computer code aids 
design of wings 
page 32 LAR- 14458 

AIRFOILS 

Thn not-fam sensors on 

potymnde ffm 

page 102 t-AR- 14496 

ALGEBRA 

Mcncg*£Oh on tensor 
notations 

page 113 NPO- 18250 

ALGORITHMS 

Performance of the split- 
symbol moments 
estimator 

page 47 NPO-18570 

Classification of terrain n 
pd an metric SAR images 
page 75 NPO- 13067 
Algorithm for finer resolu- 
tion of position of shock 
page 88 LEW-15167 

Compensating for com- 
putational aeiay m fkgnt 
Simulation 

page 110 ARC- 12269 

APERTURES 

Suooressing sounous 

reflections in an 

interferometer 

pa <}0 63 NPO- 18478 

ARC SPRAYING 

Apo'ieo magnetic held 
enhaxos arc vapor 
deocvticr. 

page !03 MFS 26181 

ARTIFICIAL 

INTELLIGENCE 

Integrated aporoach to 
design and analysis of 
s/stems 

page 24 ARC 12775 

ASSOCIATIVE 

PROCESSING 

(COMPUTERS) 

Optoelectronic inner - 
product neural 
associative memory 
page 45 NPO- 18491 


BORON 

MS' g ir'ZfCXOUC 
cvbe*. of cc on 
tags K? laR- 14260 

BOUNDARY LAYEH 
TRANSITION 

Thm not-fim sensnrs, on 

pdymde film 

page 102 LAP- 14496 

BRIGHTNESS 

Video ie.ei monitor 
page 36 LAR- 14070 

BULKHEADS 

Macnanom guides hatch 

through hatchway 
page 93 MSC-2'380 

c 

CALIBRATING 

Caiomton o I NASA/JPL 
DC-8 SAR da»a 
page 48 NPO- 18566 

CANCER 

In vitro, matnx-free 
formation of SOW tumor 
spherc<Js 

page 115 MSC-21843 

CANOPIES 

(VEGETATION) 

Leaf areas and ioectral 
properties of slash pine 
page 118 ARC- 12857 

CARBON 

KAcrcporOuS carbon 
disks for sorption 
refnge^iors 

page 79 NPO-18238 

Electrical conduct nty of 
diamond up 'o : .230 'C 
pege 30 NPO- 1 8396 

CARTESIAN 

COORDINATES 

Monograph on • e-sor 
notations 

page 1 1 J NPO- 18250 

CATALOGS 

(PUBLICATIONS) 

Electron*: catalog of 
exrragaactc obiects 
page 64 NPO- 1 8407 

CENTIMETER WAVES 

impro/erj statical 
mocoi cf 107-cm sefar 
radiation 

page 69 MSC-21815 

CHEMILUMINESCENCE 

Making coitca.-f.ber 
chemical detectors more 
sen&trre 

page 77 LAR- *4525 

CIRCUITS 

Video-ievei monitor 
page 36 LAR- 1-5070 

CIRCULAR 

WAVEGUIDES 

Scanenogmat/x 
program ?c r oxcu-ar 
waveguide components 
page 82 NPO- 18708 

CLOSED CIRCUIT 
TELEVISION 

Video-level monitor 
page 36 LAR-14Q70 


B 

BINARY FLUIDS 

Evaporation of clustered 
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"EVER SINCE WE INVENTED IT... 
WE'RE STILL DOING 
THE IMPOSSIBLE" 



. . . like creating the industry’s most advanced microminiature 
color camera which uses the latest ultrasenstive CCD imager 
and provides twice the light sensitivity for the highest 
resolution available. 

Our new' IK-M41A camera uses breakthrough 
microlens technology to give you crisp, clear images 
even in very low light, and in very small spaces. The 
1K-M41A has minimum illumination of only 5 lux (FI. 6 

and more than 470-line horizontal resolution, 
at 48dB signal-to-noise ratio. And, its compact 

( HI] profile ( 1 1/2” long, S/8 " diameter) lets you 
Hi I use it almost anywhere, up to 100 feet from 
the CCC. 





>n mr v r 


Ihe IK-M41A’s newly developed 
electronic light control enables it to 
automatically adjust for light intensity. It 
offers both a selectable electronic shut- 
ter ( 1/60 to 1/10,000 second) and a 

full Auto-shutter to 1/50,000 second, controlled by a 
new exclusive TOSHIBA ASIC. And in addition to 
composite and S-video, RGB output provides 
enhanced color fidelity' and purity. 

For more information on the 1K-M41A call 
(800) 253-5429, extension 397. Find out how 
Toshiba continues to deliver the impossible in micro- 
miniature camera technology. 
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TOSHIBA 


TOSHIBA AMERICA C. P„ INC., 11T Group. 1010 Johnson Drive. Buffalo Grove, Illinois 00080-6900 

For More Information Circle No. 482 
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Hypersignal- Windows™ Block Diagram 

Advanced Simulation Software under Windows 3.0 


• Data Flow Driven 

• Multi-Rate Applications including 
decimation, interpolation, etc. 

• Open Software Architecture 

• New Blocks created using standard C 

• Supports Dynamic Data Exchange 
(DDE) interface 


• Compatible with Hypersignal- Workstation 
and other Hypersignal-Windows software 
applications 

• Blocks can make use of DSP plug-in boards 
for algorithm acceleration 

• Flexible interface to allow virtually every 
algorithm application from classical telecom 
applications to Digital Image Processing 


For more information, including VHS 
Demo Tape Request Form, contact: 

_ _ Hyperception, Inc. 

9550 Skillman LB 125 

phone (214) 343-8525 

For More Information Circle No. 551 fax (214) 343-2457 

International Representatives: 

GERMANY - Electronic Tools, phone: (02102) 841013, TLX 1631 + BTX 02102841013 1 + ,fax: (02102) 841000 * UK, IRELAND - Loughborough Sound Images 
LTD., phone: (0509) 231843, TLX 341409 LUFBRA G. fax: (0509) 262433 * FINLAND - ITT. phone: (90) 739 100, TLX 121450 MultiKomponent, fax: (90) 712 
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